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* STILL THE BEST INVESTMENT 
YOU CAN MAKE 


‘When safety, return, and what they will 
do are all considered, War Bonds are 
still the best investment we can make. 
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Follow the leaders—and you'll use HEXACON! 
For rugged, heavy duty work or for light, intri- 
cate work . . . for continuous production or hard- 
to-get at work . .. here's the answer. One 
reason is ‘Balanced Heat'’—dissipating exces- 
sive element-impairing heat— and minimizing 
element burn-outs and tip replacements. Another, 
is their light weight and efficiency 

LITERATURE AVAILABLE — The complete HEXA- 
CON line of screw tip and plug tip irons from 
40 to 700 watts, and with tip diameters ranging 
from %”" to 1%", is fully illustrated and de- 
scribed. Write today; no obligation. 
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Preparedness for Post-War 
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In the comparison of rubber insulating compounds and the new 
synthetics, it is easy and hazardous to jump at conclusions. 
Through the years, General Cable has been broadening its base 
of data by which to predict with some assurance the performance 
to be expected of the new materials. And out of practical ex- 
perience, it recognizes, too, that there is no substitute for time 


in the determination of the industry’s final answers. 


These and other tests, extending over years of simulated service 
conditions, prepare General Cable to furnish synthetic insulations 


for all operating conditions. 
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General Cable Products for the Telephone Industry are 
Distributed by 


AUTOMATIC ELECTRIC SALES CORPORATION - Chicago, U.S.A. 
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SOMEWHAT spirited session of 
A the House Labor Committee on 

October 17 heard Clyde S. 
Bailey, executive vice president of the 
United States Independent Telephone 
Association, present oral testimony on 
behalf of that organization in opposi- 
tion to various proposed minimum wage 
bills. (These bills generally propose an 
increase of the minimum wage from 40 
cents an hour under the present law 
to 65 cents an hour, and some of them 
propose an eventual increase as high 
as 75 cents an hour.) 

Bailey, in urging the USITA’s posi- 
tion that the present 500-station ex- 
emption in the Wage-Hour Law ought 
to be increased to 1,000 stations if the 
minimum wage is increased, origi- 
nally was scheduled to consume only 
about half an hour. But because of 


the interest shown by the representa- 








Clyde S. Bailey presents USITA wage views to interested 
congressional group. . . . Discusses Poage bills and setback 


of pending legislation in Congress for federal financing of 


rural telephones. . . . Wartime excise taxes to continue. 


tives present, Bailey actually was on 
the stand for 1% hours. 

Possibly the fact that Bailey hap- 
pened to be the first opposition witness 
to the bill, following an impressive 
array of government and union sup- 
porters, including Secretary of Com- 
merce Wallace, had the effect of 
focussing the attention of the Wage- 
Hour Bill supporters on his testimony. 
In other words, he was “No. 1 on the 
Hit Parade” from the standpoint of 
attracting stiff and hostile questions. 
But such questions and their answers 
apparently served only to make more 


of an impression on the members of 
the committee with respect to the ur- 
gency of the USITA plea for relief of 
smaller telephone companies from bur- 
densome provisions of the pending 
laws. On the whole, Bailey handled 
himself very well, in this reporter’s 
opinion, in the unexpectedly _ stiff 
rough-and-tumble of cross-examina- 
tion. 

For example, Representative Patter- 
son (D., Calif.), a member closely 
allied with the work of the CIO, sub- 


jected Bailey to a rapid-fire series of 


questions tending to minimize the 





WHY YOUR “TELEPHONY” HAS BEEN DELAYED 





Our readers and advertisers have been informed in 
the two special news letters issued in October, of the 
delay experienced in publishing TELEPHONY because 
of the city-wide strike of the typographical union in 
Chicago. We are happy to announce that the strike, 
which has been in progress since October 2, was settled 
October 23 when all printing employes went back to 
work. 

For the second time in its 45 years of service to the 
telephone industry, it has been necessary for TELEPH- 
ONY to break the continuity of its weekly publication 
(In 1926 a strike delayed publication). Because of the 


strike, the issues of October 13, 20 and 27 as such will 
not be published. This issue is the regular October 6 
number and on November 3 a larger-than-usual issue will 
be published, combining the October 13, 20, 27 and No- 
vember 3 issues, which will include practically all of the 
news and advertising that would have been published in 
the three suspended issues. 


Under this method, we feel that we are rendering to 
the industry as full a service as is possible, considering 
the difficulties which have been brought about by the 
printing strike. We appreciate the patience and coop- 
eration extended to us by our readers and advertisers 
during the strike period. 
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effect of the proposed law on the total 
number of Independent telephone em- 
ployes. Patterson kept quoting the 
testimony of Secretary of Commerce 
Wallace, hinting that facts from such 
a source had more authority than 
testimony from an interested industry. 
Bailey held his ground, however, and 
tactfully suggested that Secretary 
Wallace’s figures (as quoted by Pat- 
terson) were “subject to some analy- 
sis.” After a brief and slightly heated 
exchange, it developed that Patterson 
had misread Secretary Wallace’s sta- 
tistics to the extent of dropping three 
ciphers from the total number of em- 
ployes said to be affected by the law. 
After that, there were no more ques- 
tions from Patterson. 


In his principal statement, Bailey 
described the service relation of the 
Independent industry to that of the 
Bell organization, especially in smaller 
communities and pointed out that the 
proposed legislation would bring about 
“wholesale telephone increases and de- 
prive thousands of workers of jobs.” 
He observed that the principal station 
telephone earnings of Independent tele- 
phone companies already are far lower 
than those of companies which have 
the benefit of higher rates because 
they serve larger cities. He insisted 
that prior testimony for the govern- 
ment to the effect that the difference 
between living costs in large cities and 
small towns was only about 10 per 
cent was unrealistic. He charged it 
failed to take into account such items 
as home-raised garden supplies and 
other foods, fuel, the lack of need for 
local transportation expense, and so 
forth. 


As to the possible loss of jobs, 
Bailey said that if the wage costs of 
our companies are increased, many of 
our telephone companies will be com- 
pelled to take one or more of three 
steps: (1) Curtail telephone service 
as it is known today; (2) convert as 
soon as possible to dial operations, and 
(3) go in for wholesale rate increases. 

Referring to the first item, Bailey 
spoke of the possibility that small 
telephone exchanges might even be 
compelled to resort to the elimination 
of long distance telephone service in 
order to remove themselves from the 
status of interstate commerce which 
brings them under the statutory juris- 
diction of the Wage-Hour Administra- 
tor. He stressed that any telephone 
company, however small, would be 
most reluctant to take such an extreme 
measure, but that economic necessity 
conceivably might make this a matter 
of serious consideration. 


Representative Welch (R., Calif.) 
questioned Bailey closely on the effect 
of high operating costs under the 
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Wage-Hour Law on service discontinu- 
ances. Bailey replied that it was im- 
practicable to attempt to trace the exact 
cause of a specific service discontinu- 
ance by such methods as asking the 
subscriber whether he had given up 
his service because of the Fair Labor 
Standards Act. But he repeated that 
the net effect of high operating costs 
has in many provable instances in past 
years, resulted in loss of subscriber 
stations, particularly in rural areas, 
simply because the subscribers did not 
feel they could afford to pay for such 
service as was available. This could 
and would happen again, he said, 
under similar economic circumstances. 
Not all the congressmen’s questions 
were hostile. Friendly inquiries came 
from Representatives Kelly (D., Pa.), 
Fisher (D., Tex.) and Geelan (R., 
Conn.). 


J. R. Crowley, Jr., secretary of the 
Minnesota Independent Telephone As- 
sociation, also had been scheduled 
originally to appear before the House 
committee, but instead submitted a 
written statement in view of the de- 
cision of the committee to cut down 
on the number of witnesses. His state- 
ment generally followed the lines of 
his previous presentation before the 
Senate Labor Committee. 


Pending legislation in Congress for 
federal financing of rural telephones 
may have received a setback from an 
unexpected quarter last week as the 
House Interstate & Foreign Commerce 
Committee took up the Poage Bill 
(H.R. 1742) to increase the lending 
authority of the Rural Electrification 
Administration. The setback, if any, 
was a little indirect and on the sur- 
face had nothing to do with rural 
telephone legislation itself. But the 
effect, if the Poage Bill is turned down 
or drastically curtailed for purposes of 
rural electrification, will be to diminish 
even further the present doubtful 
chances of rural telephone bills getting 
early and favorable attention in Con- 
gress. 


There are two Poage bills. The one 
which the House group held hearings 
on last week simply would increase 
the lending authority of REA to $585,- 
000,000 during the next three years. 
The other Poage Bill (H.R. 1665), 
which the House committee has not 
acted upon, and is not likely to act 
upon in the near future, would amend 
the Rural Electrification Act so as to 
permit REA to make funds available 
for rural telephony, as well as rural 
electrification. 


The “gimmick” simply is this: The 
second Poage Bill to provide rural 


telephony loans would, as a practical] 
matter, have to float largely on favor- 
able sentiment developed in Congress 
about REA activities in general, as 
provided in the first Poage Bill. Stated 
another way, if the first Poage Bill is 
sunk or cut down substantially, the 
second Poage Bill, and all other bills 
like it, probably are sunk as well. 


The parties who made the hearing 
sub-committee of the House Interstate 
& Foreign Commerce Committee sit up 
and take notice were the manager of a 
Minnesota co-operative, Dakota County 
Electric Cooperative, and also the wit- 
ness for the Minnesota Municipal Utili- 
ties Association. Ordinarily, one would 
expect that they would be in favor of 
giving REA more money, but C. H. 
Gelder, who spoke for the co-op, and 
Lee M. Nelson of Rochester, Minn., 
who spoke for the public ownership 
group, charged that blank check au- 
thorization of multi-millions of dollars 
for REA for “unspecified loans for 
purposes undefined” will not contribute 
to the objective of making electric 
utility service available to most farm- 
ers at the cheapest price. 

They said that Poage’s rural electri- 
fication bill to give REA another half 
billion at a time when it already has 
on hand $300,000,000 in unexpended 
funds is open to suspicion from all 
true friends of the co-operative move- 
ment. The witnesses presented an 
elaborate statistical, accounting and 
engineering study to show that the 
federal REA is forcing local co-ops to 
build their own generating plants and 
transmission lines had burdened them 
with heavy costs and unnecessary debts 
which would hold them much longer in 
the banker bondage of federal control. 


“We cannot but view with alarm the 
fact that millions of dollars are being 
spent in an area adjacent to our area 
in the building of power plants and 
transmission lines by the Dairyland 
Power Cooperative,” Gelder told the 
sub-committee’s chairman, Rep. Oren 
Harris (D., Ark.). 


“The facts and figures which just 
have been presented to you show con- 
clusively that these millions of dollars 
are being wasted, that they will result 
in a greater and higher cost of elec- 
tricity to our farmers and that it will 
burden the co-operatives, which must 
meet these obligations, with an indebt- 
edness which they cannot expect to 
pay. We feel that efforts again will 
be made to try to force our co-opera- 
tives to join in this tremendous burden 
of debt and threaten the success of our 
enterprises. 


“We have studied and analyzed this 
question for the past eight or 10 years, 
and we are convinced that something 
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should be done at once to put a stop 
to this kind of policy, both to insure 
the success of rural electrification in 
general, and especially to protect our 
own co-operatives from the possibility 
of an attempt to force them into join- 
ing such a project. 


“As has been pointed out to you, 
our studies and investigations indicate 
conclusively that wherever these power 
projects have been developed, they are 
becoming a burden upon the co-opera- 
tives served therefrom, will jeopardize 
their ability to repay the loans and 
will result in a higher cost of elec- 
tricity service to farmers. 

“These unfortunate co-operatives 
have been obliged to sign contracts for 
25 years without any guarantee as to 
price, and have no recourse other than 
to obligate themselves for the payment 
of these huge loans. 


“It seems apparent to us that the 
hundreds of millions of dollars being 
requested in this bill are in no way 
necessary for the purpose of bringing 
electricity to the greatest number of 
farmers at the lowest possible cost and, 
therefore, we can arrive at no other 
conclusion than that this money is 
planned to be spent for the building 
of power projects such as we have 
seen built in the past, which have been 
proved conclusively to be a waste of 
money and which can serve no good 
purpose in the success of rural elec- 
trification. It must be obvious even to 
a layman that to duplicate existing 
facilities, establish duplicate invest- 
ments in power plants and transmis- 
sion lines, cannot help but increase 
cost when existing facilities already 
are available from which service can 
be obtained at low rates. 


“The success of the co-operatives in 
our area proves this to be the fact and 
in contrast thereto, the huge deficits 
being piled up by these power co-opera- 
tives as have been pointed out to you in 
this presentation should convince any- 
one that these hundreds of millions of 
dollars being requested in this bill 
simply are going to jeopardize the 
whole success of the rural electrifica- 
tion program, increase the cost of elec- 
tricity service to farmers, burden these 
co-operatives with a huge indebtedness 
which they cannot discharge and dis- 
credit the REA program in the eyes 
of the voters and taxpayers.” 


The committee also heard from wit- 
nesses for the private electric industry, 
especially Grover C. Neff, president of 
the Wisconsin Power & Light Co., who 
introduced some interesting charts and 
statistical data to show that if REA 
doesn’t even get another cent of ap- 
propriation it still has on hand more 
than enough money ($300,000,000) to 
electrify every farm in the United 
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States which now is on REA’s own 
program to be electrified during the 
next three years. Why then, said 
Neff, appropriate over a_ half-billion 
dollars more to be spent by REA dur- 
ing this period? It only would tempt 
REA into going further than merely 
providing rural electrification for the 
farmer. It would tempt REA into the 
public utility business in a big way, 
which never was the intention of the 
Rural Electrification Act in .the first 
place. Neff said the time has come for 
the utilities and REA to wipe out the 
past record of competition and mis- 
understanding and go forward hand in 
hand toward the common objective, 
each operating in its own sphere. 

Whether or not this testimony will 
have any effect on the chances of the 
Poage Bill to boost REA’s funds (so 
that REA actually would have on hand 
altogether almost a billion dollars to 
spend within the next three years) re- 
mains to be seen. The attitude of the 
sub-committee was one of interest and 
mild astonishment at the testimony 
presented. 


The Senate Finance Committee has 
decided to let all wartime excise taxes 
ride until six months after official dec- 
laration of termination of hostilities— 
whenever that may be. In other words, 
the senators would not change the 
present tax law in this respect. There 
had been some hope for earlier elimi- 
nation of excise taxes on telephone 
service, in a recent statement by Chair- 
man Walter George of the Senate 
Finance Committee that he would like 
to repeal war taxes at the beginning 
of 1946 wherever possible. The House- 
approved tax bill already provides that 
excise taxes on telephone service be 
terminated on July 1, 1946. This would 
mean a reduction in the existing tax 
on monthly bills for telephone service 
to 10 per cent. (It now is 15 per cent.) 

It also would reduce excise taxes on 
long distance calls from 25 per cent to 
20 per cent, and on telegrams and 
cables from 25 per cent to 15 per cent. 
The remaining excise taxes were in 
effect before the war and are not sub- 
ject to automatic discontinuance fol- 
lowing a declaration of termination of 
hostilities by Congress. 


a * + 


Several items of passing interest to 
the telephone industry developed at the 
Federal Communications Commission 
during the past week. First of all, 
Southwestern Bell Telephone Co., St. 
Louis, Mo., has received authority from 
the Federal Communications Commis- 
sion to install radio-telephone service 
in 12 of its repair trucks and to con- 


struct a land station to provide the 
service, company officials announced 
October 11. Construction will begin as 
soon as materials and equipment are 
available. 

Applications by the company to in- 
stall the service in 150 vehicles in the 
St. Louis area now are pending before 
the FCC and, if granted, would be 
used to serve customers who already 
have asked for this service, the com- 
pany said. Customers having the serv- 
ice would be able to call any telephone 
desired. 

First installations will go to public 
utilities, express companies, news- 
papers, railroads, ambulances and elec- 
tric protection companies. The service 
would be extended later to taxicabs, 
trucking and repair companies, physi- 
cians and others demonstrating a need 
for it, the company said. 


* * * 


Another item of passing interest 
was the announcement by Columbia 
Broadcasting System that an improved 
technique of color television transmis- 
sion has been developed successfully. 
Paul W. Kesten, executive vice presi- 
dent of CBS, described the improve- 
ments at the opening session of the 
FCC hearing on proposed television 
regulations. He declared that color pic- 
tures, which CBS had been able to send 
over the air, had “twice the detail of 
prewar black-and-white television.” 

On October 10, pictures which Mr. 
Kesten said were nominally 525-line 
pictures, but in reality “contained 
1,575 imperceptible lines of beautifully 
detailed color,” successfully were 
broadcast in New York. He declared 
the broadcast demonstrated the actual 
use of the ultra high frequencies and 
the modulation of a 10-megacycle video 
band, “two of the things that so many 
were so sure could not be done.” 

Television is entering an exceedingly 
difficult phase of its development, 
which will require the investment of 
many million dollars of capital and 
entail unpredictable risks, Niles Tram- 
mell, president of the National Broad- 
casting Co., told the FCC. He said 
television pioneers must expect to take 
business risks, but they should be given 
the assurance that they are establish- 
ing a service which will have stability 
and will provide a reasonable oppor- 
tunity to recover ventured capital. 

Public interest will be served best, 
Mr. Trammell said, if the National 
Broadcasting Co. is permitted to op- 
erate television stations in New York, 
Chicago, Washington, Cleveland, Den- 
ver, San Francisco and Los Angeles. 

Joseph H. Ream, vice president of 
the Columbia Broadcasting System, 
told the commission a proposed rule to 
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limit any one licensee from owning 
more than five television stations is 
“unfortunate.” The operation of tele- 
vision stations will be unprofitable for 
a considerable time in the future, he 
declared. “We expect television to be 
a success with the public long before 
it is a success with the broadcaster.” 

Mark Woods, president of the Ameri- 
can Broadcasting Co., said his company 
planned to provide immediate service 
in New York, Chicago, Los Angeles 
and San Francisco on receiving licenses 
for these areas. It also intends to offer 
television material to its-affiliated sta- 
tions interested in the medium. 


* * * 


On November 16, 1945, Paul A. 
Walker, sole remaining charter mem- 
ber of the FCC, will be inducted into 
the Hall of Fame by the Oklahoma 
Memorial Association as one of four 
distinguished Oklahoma citizens who 
have made outstanding contributions to 
the state of Oklahoma and the nation. 

Almost coincidental with this event 
was the recent release of a biography 
of Commissioner Walker by Walter B. 
Emery of the FCC staff. It is a mod- 
est little book (105 pages), entitled 
simply “Paul A. Walker.” But it traces 
faithfully the career of an outstanding 
regulator whose life work has, per- 
haps, left more of an impression di- 
rectly on the telephone industry than 
any other single figure in public life. 

From it we learn of Walker’s boy- 
hood in a small town in western Penn- 
sylvania, the son of a farmer of Welsh- 
Quaker extraction. He began early to 
worry about the “evils of monopoly,” 
picking that subject for his class 
address on commencement day June 8, 
1889, thereby winning a scholarship to 
the University of Chicago. He began 
to teach English and history at a high 
school in Charleston, IIl., to help com- 
plete his own college course and from 
there moved on to be principal of a 
high school at Shawnee, Okla., in 1905, 
two years before the state was ad- 
mitted to the Union, where he fell in 
with the idea of progressive education 
and instituted a number of reforms and 
also managed to complete a law school 
education at the University of Okla- 
homa. 

The rest of Emery’s book on Paul A. 
Walker is devoted to a description of 
Walker’s activities which are known 
better to folks of the telephone indus- 
try. After a few years of legal prac- 
tice, during which he ran unsuccess- 
fully for county judge, his passion for 
reform attracted the attention of the 
newly formed Oklahoma Corporation 
Commission, whose members were look- 
ing for an attorney. He got the job, 
beginning in 1915, and for many years 
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battled against utility rates before the 
commission and in the courts. He ran 
for membership on the commission in 
1930 and was elected, shortly after be- 
coming chairman ‘of that board. 


His work attracted the attention of 
President Roosevelt, who appointed 
him one of the seven original members 
of the FCC in 1934. Emery’s book 
factually describes Walker’s work on 
the FCC, not only with respect to the 
well-known Bell System investigation 
(sometimes called the Walker investi- 
gation), but also his fight against radio 
monopoly. Altogether, the little book is 
at all times openly commendatory of 
Walker’s career. Its author has not 
attempted anything more than, to use 
his description, “an appreciation.” A 
somewhat broader analysis of Commis- 
sioner Walker, as a definitive type of 
public servant, might be quite an inter- 
esting case study. 

There is in Emery’s book no hint, 
for example, of the depth of vision 
and broad-minded qualities which ob- 
viously have emerged in Commissioner 
Walker’s personality since he went to 
Washington, but which have become 
quite apparent and occasionally dis- 
cussed by on-the-spot observers. The 
following little anecdote from Emery’s 
book struck this correspondent’s eye 
as being especially noteworthy: 


“A short time later a man came to 
see him (Walker) about the gas rate 
matter. ‘He asked me to have lunch 
with him,’ Paul Walker remembers. ‘I 
said, “Yes, I’ll have lunch with you, 
but each man will pay for his own 
meal, and we'll eat in the Capitol 
Cafeteria.” ‘Well, will you have this 
50-cent cigar?’ he suavely asked. 
‘Yes, indeed,’ was my reply. ‘I don’t 
smoke, but I will pass it along to some- 
one who does.’ 

“*As we ate lunch, he said he 
couldn’t understand my position on the 
rate matter and wanted to know what 
I expected to get out of it by carrying 
on the fight. “Not a thing,” was my 
emphatic answer, “except to see that 


the people of Oklahoma are treated 
right.” He did not seem to understand 
that a public official could be moti- 
vated by an unselfish desire to serve 
the people.’ ” 


That sounds characteristic of the Mr, 
Walker who went to Washington in 
1934, the man whom some critics re- 
garded as a sincere, but humorless and 
suspicious regulator. Todgy, no such 
suggestion ever could be frac about 
Commissioner Walker whdse personal 
habits of temperance and righteous- 
ness have not interfered with a good- 
natured toleration for listening to the 
other fellow’s viewpoint without neces- 
sarily imputing to it a wrong motive 
or an unworthy objective. 


Vv 


House Judiciary Committee 
Favors Gwynne Bill 

A recent United States Independent 
Telephone Association member letter 
stated the House judiciary committee 
has voted to report favorably the 
Gwynne statute of limitations bill (HR 
2788), with a slight revision in its ter- 
minology. As agreed to by the com- 
mittee, the bill would (1) require suits 
to be brought within one year; (2) 
provide that causes of action already 
accrued must be brought within six 
months after the passage of the bill, 
and (3) provide that no liability shall 
be predicated in any case on any act 
done or omitted in good faith in ac- 
cordance with any administrative reg- 
ulation, notwithstanding such regula- 
tion may be determined thereafter to 
be invalid. 

After a written report has been pre- 
pared on the bill by the judiciary com- 
mittee, the measure will go on the 
House calendar. It is understood the 
committee then will seek a special rule 
from the rules committee to bring the 
bill up for debate in the House. 


Vv 


Indiana Mutual Installs 
150-Line Switchboard 

The Rosedale (Ind.) Mutual Tele- 
phone Co. recently installed a 150-line 
magneto switchboard with one dial line 
into Terre Haute for toll service. 

The switchboard also connects to 
Bridgeton, Mecca and Rockville for 
local service. The company serves 425 
subscribers on its Rosedale exchange 
and 125 subscribers from the Bridge- 
ton exchange. 

The telephone lines originally were 
constructed by farmers living in the 
community, and the company later was 
organized, incorporating in 1909. W. A. 
Hopper is manager of the Rosedale 
exchange. 
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E WONDER why inside house 
WY wie and main frame jumper 

wire should be braid-covered. 
This braid is a dust catcher and serves 
no useful purpose. The new plastic 
insulated wire unquestionably proves 
adequate without additional braid cov- 
ering. 

+ * * 


It would seem that with new metal 
alloys, perfected during the war, line- 
man’s tools of less weight now might 
be possible. 


* * *” 


A harsh buzzer or bell when used as 
a warning signal on a test desk or as 
a night alarm will, in time, get on the 
nerves of anyone. The writer remem- 
bers well when a test desk alarm nearly 
drove him to distraction. It is noted 
that some buses and street cars now 
use a pleasant tone chime for a signal 
instead of the old, discordant variety. 
It seems that a similar arrangement 
might be used to advantage as a 
switchboard alarm. If any of our read- 
ers have had any experience in this 
connection, we should be pleased to 
hear from them. 


* * * 


Excessive transmission losses on tele- 
phone circuits often are due to the use 
of improper types of equipment, such 
as coils of the wrong ratio or improper 
connection in the circuit. Low battery 
voltage also may prove a contributing 
factor in poor transmission. When 
equipment is suspected of being faulty, 
it should be checked carefully against 
manufacturer’s drawings. 


7. * . 
An engineer friend of ours, while 


being interviewed for a position by the 
manager of a medium sized Independ- 


ent telephone company, asked what 
tools and equipment the company had 
for use on heavy construction. The 
manager advised that it had very little 
such equipment and that the company 
planned to handle all future heavy con- 
struction by contract. The majority of 
companies seem to favor this plan and 
construction organizations, if properly 
organized and equipped, should do a 
very good future business. 


* * * 


The new bimetallic dial thermometer 
is said to feature permanently cali- 
brated, highly accurate and extremely 
responsive precision bimetallic helical 
coil measuring elements housed in a 
case of alloy steel. The metal dial has 
large, easy reading numerals and tem- 
perature graduations. Unbreakable 
glass crystal can be supplied, if de- 
sired. 





In operation, expansion of the bi- 
metallic coil rotates the attached shaft 
and indicating pointer as one unit over 
the entire scale range as the only mov- 
ing part. There are no pivots, me- 
chanical linkage or gears. Rugged con- 


struction is claimed to protect the ther- 
mometer against corrosion, vibration, 
shock and rough handling and to in- 
sure long, dependable service. Various 
standard ranges are available between 
the limits of 90° F. and 1,000° F. 

This type of instrument is considered 
ideal for testing the temperatures of 
melted wax, paraffin and wiping solder 
in the telephone industry. 


* * * 


The first long distance cable between 
New York and Chicago was placed in 
service on October 1, 1925. 


* * * 


Recently, we heard a telephone man 
express the view that manufacturers of 
telephone equipment do not, in all cases, 
issue proper instructions covering the 
installation and operation of their 
products. He further contended that 
manufacturers appear to assume that 
everyone is fully familiar with their 
equipment and its use. 

Personally, we do not know of a sin- 
gle case where manufacturers have not 
furnished adequate information in the 
form of descriptive literature or draw- 
ings. It is noted that when we buy 4 
10-cent can opener, there is attached to 
the card detailed directions as to just 
how it should be used to insure best 
results. 

If the manufacturers of telephone 
apparatus and tools are lacking in this 
regard, perhaps they are planning to 
mend their ways for several have been 
making inquiries lately as to where 
they may obtain talent to write in- 
struction manuals. 


* * * 


The first regular telephone service 
between New York and London was 
opened on January 7, 1927. 
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KLEINS 


built for Fe OOGH JOBS! 


e If you ever stripped tough insulation—if you evercut through 
hard wire—if you ever spliced a stranded cable—you know 
it’s a job demanding good pliers. 

Kleins were designed to do the tough jobs and every line- 
man and electrician knows he can rely on them in the pinches 
as well as in the routine day’s work. 

The extra quality—the extra stamina—the ability to stand 
up day after day, year after year, in the service of men who 
have no time to “baby” equipment have won Kleins their 


reputation. 





Now that the war has ended and the vast program of ex- 


ae a pansion and modernization of power and communication 


and safe use of tools 


lines has begun, Klein tools and equipment will play their 
will be sent on request. . 


part in getting the job done quicker—in protecting the lives 
of the men on the poles. 


ASK YOUR SUPPLIER 
Foreign Distributor: 


WEWUIEES & Sons 


Established 1857 KLEIN Chicago, Ill, U.S.A 


3200 BELMONT AVENUE, CHICAGO 18, ILLINOIS 
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Police Take Meat Orders as 
Market Loses Telephones 

When the telephones were removed 
from a Dorchester, Mass., meat mar- 
ket, on a police commissioner’s order, 
after one of its proprietors had pleaded 
guilty to booking horse bets and num- 
ber pool wagers, police came to the res- 
cue of housewives by taking orders over 
their telephone and relaying them to 
the market. 

This was disclosed September 20 in 
Boston when, in the first case of its 
kind in New England, the market oper- 
ators appealed to the Massachusetts 
Department of Public Utilities to dis- 
miss the police commissioner’s order 
and command the telephone company to 
restore the service. Chairman Thomas 
A. Flaherty of the commission an- 
nounced that a decision in the case 
would be handed down soon. 

As counsel for the marketmen, State 
Senator Charles I. Taylor of Dorches- 
ter told the commission that there was 
no criticism of the telephone company 
or any civil suit involved in the case, 
but there was no evidence submitted by 
the police, either before the courts or 
before the commission, that the tele- 
phone was used illegally in registering 
bets. He said the marketman had 
pleaded guilty and paid $100 fine “be- 
cause it is impossible to defend a case 
in some courts where the only thing for 
a defendant to do is to try to get out 
of it as cheaply as possible.” 

He said that a man should not be 
punished for life after he has paid his 
fine, and insisted that the telephone 
service should be restored, because it is 
necessary in the market, which does a 
grocery business of $125,000 a year. 
The pool slips found on the premises 
represented $7.00, he said. 

The commission the same afternoon 
heard a petition of David Carrozza, 
operator of an east Boston pool room, 
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who was acquitted on lottery charges, 
and whose telephone shortly afterward 
was removed at the request of Col. 
Thomas F. Sullivan, Boston police com- 
missioner. 


Vv 


Kentucky Commission Adjourns 
Lexington Rate Case 

The Kentucky Public Service Com- 
mission on September 25 adjourned 
until November 15 a hearing on the 
Lexington (Ky.) Telephone Co.’s 
application to raise its rates and to 
install a rotary dial automatic system. 
(TELEPHONY, August 18, page 40.) 

To increase yearly revenue about 
$120,000, the company wants to add in- 
creases of from 25 cents to $1.75 a 
month on its various classes of service. 

Protesting the proposed rate in- 
crease, counsel for the city of Lexing- 
ton asked 60 days to make a separate 
investigation. The Office of Price Ad- 
ministration, intervening in the case, 
sought to prevent a rate increase in 
excess of rates existing September 15, 
1942, and then joined the city in its 
plea for a delay. 

The telephone firm proposes to build 
a four-story fireproof central building, 
rearrange cable facilities and install 
new equipment at a cost of $2,926,469, 
to be financed by short-term loans from 
banks and others, including the Gen- 
eral Telephone Corp., the parent com- 
pany. 

The company’s application estimated 
that after conversion, the rate base 
would be $5,462,327, with annual net 
operating income of $288,077, making 
the rate of return 5.27 per cent. Its 
present rate base is $3,945,563, the 
application noted. 

E. W. Blakeslee, president of the 
company, told the commission that the 
company employed 62 operators in its 


manual system, serving 18,699 custom- 
ers. He explained technical phases of 
the various dial and manual systems. 

The firm took the position that rates 
should be determined immediately to 
enable it to borrow money for the con- 
version. Although approving the pro- 
posed new system, the city and OPA 
opposed the rate increases, contending 
rates could be fixed later. 

Figures were introduced by the com- 
pany to show the number of customers 
affected, the amount of yearly increase 
for each and the total increase for each 
class of service if its proposed rates 
were approved. 


Vv 


Reconstruction, Dial Service 
To Precede Rate Hike 

Authority for the sale of the Randall 
(Minn.) Rural Telephone Co. to C. A. 
Turnquist, who would be permitted to 
place in effect a new schedule of rates 
after reconstruction of the plant and 
equipment in Randall, was granted 
September 24 by the Minnesota Rail- 
road & Warehouse Commission. (TE- 
LEPHONY, September 1, page 32.) The 
commission further ordered that upon 
installation of dial equipment, the rates 
listed below for such service will be- 
come effective the first billing date fol- 
lowing certification by the commission’s 
supervisor of telephones: 


Magneto Dial 
Class of Service Service Service 
Individual line, 
ere $2.75 $3.25 
Two-party line, 
eae 2.50 2.75 
Individual line, 
residence ........ 2.00 2.25 
Four-party line, 
residence ........ 1.50 1.75 
Rural multi-party, 
a. arr 2.25 2.50 
Rural multi-party, 
residence ........ 1.75 2.00 
Extension, business. . -75 1.00 
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RADAR made many contributions to Victory 
both in Europe and in the Pacific. It directed 
the fire of naval guns—the dropping of bombs 
through clouds and darkness—detected the ap- 
proach of enemy planes and ships — spotted 
submarines — guided night fighter pilots to 
their unseen targets, 

Radar takes scores of weird shapes, each 
especially developed to do a specific job. 

A land-based radar may tip the scales at 
70,000 pounds, A compact airborne unit may 
weigh only 168 pounds. 

A simple radar may have 80 vacuum tubes— 
another as many as 374, 
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One unit may require 40,000 labor hours to 
complete—another type only 4600 hours. 


Up to the end of the war, Western Electric 
had furnished more than 56,000 radars of 64 
different types, valued at almost $900,000,000. 


The basic principles of radar—transmission 
and reception of high frequency radio waves— 
have long been familiar to Western Electric 
through its wide experience in making tele- 
phone, radio and other electronic apparatus. 
So it was natural that this Company was chosen 
to play a leading role in radar for use on land, 
aboard ships and in planes. 


Buy Victory Bonds and hold them! 


Western Electric N 


NATION’S LARGEST SOURCE OF RADAR 
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Extension, residence. .50 75 
Extension bells, bus- 

iness or residence. 25 .25 
Rural switching rate  .60 85 


with a minimum of 
five stations on any 
line or a minimum 
of $2.50 per month 
per line. 


The commission found the estimated 
investment in telephone property used 
and useful in rendering telephone serv- 
ice at the Randall exchange, which 
serves approximately nine local sta- 
tions and switches for 100 rural‘sta- 
tions, will be approximately $10,691 
after reconstruction of outside plant, 
which the new owner proposes. Follow- 
ing such reconstruction, operating rev- 
enues are estimated at $2,376, and 
total expenses, $2,150, leaving a net in- 
come of $226 on an estimated invest- 
ment of $10,691. 

On the same day, the commission ap- 
proved the sale to Mr. Turnquist of 
the telephone properties of the South 
Parker Telephone Co., Parker, in Mor- 
rison County, and on October 15, it 
authorized his purchase of the North 
Darling Telephone Line No. 9 and the 
South Randall Telephone Line No. 16, 
both located in Darling Township, 
Morrison County. All of the properties 
will be operated under the name of 
Randall Telephone Exchange. 

Mr. Turnquist was authorized to put 
into effect at the newly-purchased prop- 
erties the above rate increases, effec- 
tive the first billing date following 
certification that reconstruction of 
plant and equipment have been com- 
pleted. 


Vv 


Authorizes Rate Increase 
At Rock Dell, Minn. 

A rate increase on rural multi-party 
service from $1.25 to $1.50 was granted 
the Farmers Interurban Telephone Co., 
Rock Dell, September 24 by the Minne- 
sota Railroad & Warehouse Commis- 
sion. The rate increase was effective 
the first billing date following Septem- 
ber 30. 

The commission, represented by A. N. 
Fancher, supervisor of telephones, 
found that the company, which serves 
approximately 386 multi-party rural 
stations, has an estimated original cost 
of telephone property, used and useful 
in rendering service, of $24,000. It 
found that the company, which was 
represented by Guy S. Ellis, Kasson, 
did not keep its books in accordance 
with the order and had 
charged many entries erroneously to 
operating expenses instead of capital 
accounts. 


commission's 


The company’s income statement 
showed operating revenues of $7,025 


22 


and expenses of $6,306 for 1944, based 
on proposed rates, making a net income 
of $719 or 3 per cent. 


vv 


Sale of Dodge Center, Minn., 
Independent Approved 

The Minnesota Railroad & Ware- 
house Commission on September 17 va- 
cated and set aside its order of August 
21, denying the application of J. C. 
Steinhagen to purchase the Dodge Cen- 
ter (Minn.) Telephone Co. from Peter 
Giesler, and granted an extension until 
October 1 for the filing of an expendi- 
tures report with the commission. 
(TELEPHONY, September 1, page 31.) 


On September 24, the commission 
stated both parties had complied with 
its order of August 21 and, therefore, 
the property sale was authorized. The 
commission said no increase or change 
in rates and charges, or diminution of 
service in the territory, might be con- 
strued in its approval of the sale. 


The commission had denied the ap- 
plication for purchase of the telephone 
company on the grounds that a com- 
mission’s investigation showed it to be 
deteriorated, and the commission’s or- 
der that the proposed purchaser file an 
estimate of the expenditures he planned 
to make for repairs and replacements, 
together with an affidavit of his ability 
to finance the project, had not been 
complied with. 

On September 11, both proposed pur- 
chaser and seller filed a motion asking 
that the commission’s order be set aside. 
Mr. Steinhagen filed an affidavit that 
the requested report had not been filed 
due to inadvertence and mistake, and 
that an extension of time should be 
granted. 


Vv 


Nebraska Independent Gets 
Increased Rates 

The Nebraska State Railway Com- 
mission has authorized the Bassett- 
Springview Telephone Co., Bassett, to 
increase its net rates for business from 
$2.75 a month to $3.00; rural, company 
owned, from $1.55 to $1.75, and switch- 
ing charges, from $5.00 a year to $6.00. 


Control of the company was pur- 
chased in 1940 by J. W. Richmond, who 
largely rebuilt it. The property con- 
sists of a telephone building and equip- 
ment in Bassett, with two grounded 
rural lines and a toll line which serves 
Springview, Burton and Mills. As of 
December 30, 1944, the company had 
outstanding 641 shares of capital stock 
with a total par value of $8,812, with 
168 city, 55 rural and 67 switched sub- 
scribers. 


The evidence showed that when 


Owner Richmond took over, the city 
plant was in poor condition. Under- 
ground cable installation was made, 
and, at the present time, all cir- 


cuits are converted from ground to 
metallic service. Many rural line poles 
were rebuilt along the county roads, 
evidence revealed. Also the commission 
found only one operator has been em- 
ployed for the past year. It recom- 
mended employment of three operators, 
but, it was stated, income was insuffi- 
cient to cover that expense. 


The commission found that the com- 
pany’s property has a depreciated value 
of $14,552, and that the present rates 
are not justified. Last year total rev- 
enues were $8,363, and total operating 
expenses, $7,495, plus $429 for taxes 
and interest, giving a return of 2.93 
per cent. 

The commission estimated that under 
the new rates, revenues will be in- 
creased to $8,738 and expenses $7,941, 
leaving a return of $491, or 3.37 per 
cent. 

Because an emergency was found to 
exist, the new schedule became effec- 
tive October 1. The Office of Price Ad- 
ministration had been notified of the 
application, but waived an appearance. 


Vv 


Minnesota Independent Must 
Make Repairs for Rate Boost 
Rate increases for the Pillager 
(Minn.) Telephone Exchange may be 
placed in effect after certain repairs 
and installations have been made and 
approved by the supervisor of tele- 
phones of the Minnesota Railroad & 
Warehouse Commission, according to 
the commission’s order of September 
24. (TELEPHONY, September 29, page 


28.) The rates follow: 
Prese nt Propose d 
Net Net 

Class of Service Rates Rates 
Individual line, . : 

SFr. $1.25 $2.50 
Two-party line, 

DEE wasn waee 1.00 2.00 
Four-party line, 

ee ee eerer eee 1.00 1.50 
Extension stations, ' 

NT eer 1.25 
Individual line, 

FOGMGORCE «2.4.65. 1.00 2.00 
Two-party line, 

residence ........ 1.00 1.50 
Four-party line, F 

UII stsen' td's 30 1.00 1.25 
Rural multi-party, f rs 

switching ........ .25 50 
Individual owned 

telephones ....... 1.00 


The commission found that the Pil- 
(Please turn to page 26) 
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lager exchange, which serves approxi- 
mately 39 local and switches for 68 
service stations, cannot render reason- 
ably adequate service until certain 
repairs are made to its switchboard 
and an entrance cable to the central 
office is installed. 

The company reported a book cost 
used and useful in rendering service of 
$2,947. Operating revenues under the 
proposed rates were estimated at $1,676 
with total expenses at $1,631, allowing 
a net income of $45. 


Vv 


McGrath, Minn., Independent 
Gets Rate Increases 

The McGrath (Minn.) Telephone 
Co. on September 24 was authorized by 
the Minnesota Railroad & Warehouse 
Commission to increase its rates as 
proposed, effective the first billing date 
following September 30. (TELEPHONY, 
August 25, page 24.) The present and 
proposed rates follow: 


Present Proposed 


Gross Gross 
Class of Service Rates Rates 
Individual line, 

ere $1.50 $2.50 
Two-party line, 

| ra 1.50 2.25 
Extension stations, 

ae ele 1.00 
Individual line, 

residence ........ 1.00 1.75 
Two-party line, 

residence ........ 1.00 
Four-party line, 

residence ........ 75 1.50 
Extension stations, 

WOUREUMIOD occ oss .75 15 
Rural multi-party... 75 1.50 
Service station 

switching ........ ie 50 


A. N. Fancher, supervisor of tele- 
phones, represented the commission and 
J. C. Crowley, Jr., appeared for the 
petitioner. 

The commission found that the Mc- 
Grath company, which serves approxi- 
mately 26 local and 99 rural stations, 
has a recorded book cost, used and 
useful in rendering telephone service, 
of $4,927. Under the proposed rates, 
operating revenues were listed at 
$2,195 and expenses, $2,079, allowing a 
net income of $116 or 2.33 per cent. 

The rates now in force were deemed 
unreasonable and confiscatory by the 
commission, which stated that the rates 
applied for will not produce more than 
a fair return on the capital invested 
in plant and equipment used and useful 
in rendering service. 


Vv 


Independents Seek Higher Rates 
For Telephone Service 

During the last few weeks while the 
publication of TELEPHONY has been de- 
layed because of the printers’ strike in 
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Chicago, rate increases have been ap- 
plied for or granted to the following 
Independent telephone companies. 


* * * 


Rate adjustments which would re- 
sult in a net annual increase in gross 
revenue of $20,172.18 for all exchanges 
in Oklahoma were asked by the South- 
western Associated Telephone Co., 
Lubbock, Tex., during hearings Octo- 
ber 17 to 19 inclusive, before the Okla- 
homa Corporation Commission. (TE- 
LEPHONY, June 30, page 25.) 

The proposed schedules, if approved 
by the commission, would result in 
uniform rates for each class of service 
and bring about some rate reductions. 
The company showed a net return for 
Oklahoma for 1944 of 1.83 per cent, 
based on gross plant investment in 
Oklahoma (per books) at the end of 
1944 of $929,997. Deducting deprecia- 
tion reserve of 34.91 per cent for that 
year, or $324,675, the total rate base 
valuation was $605,302. Estimated ad- 
justed rate of return for that year, had 
the proposed rates been in effect in 
Oklahoma, would have been 1.90 per 
cent, a company exhibit showed. 

Book investment value was chosen 
instead of reproduction cost as a basis 
for asking increases, J. T. Naylor, vice 
president, Associated Telephone Co., 
Ltd., Santa Monica, Calif., testified be- 
cause adequate return rates based on 
reproduction costs, if granted, would 
be higher than the traffic would bear 
in Oklahoma at this time. Mr. Naylor 
presented $1,090,000 as the estimated 
reproduction cost of Oklahoma prop- 
erties of the company. The reproduc- 
tion cost figures, he stated, represented 
118 per cent of the book values and 
were based on an appraisal of 78 per 
cent of Southwestern Associated Tele- 
phone Co.’s 27 exchanges in Oklahoma. 

Mr. Naylor explained that he is in 
charge of Western Group’s services of 
the General Telephone Corp., parent 
company for Southwestern Associated 
Telephone Co. The latter has 41,715 
stations in Texas, Oklahoma, Kansas, 
Louisiana and New Mexico. Of this 
total 5,461 stations, or 13.1 per cent, 
are in Oklahoma. 

The OPA intervened in the case op- 
posing any increases at this time on 
the contention that no general raises 
in telephone rates should be made. 

Application of the proposed sched- 
ules would place handset and desk set 
differentials at 25 cents per month. If 
granted, the proposed rates would 
place individual line business service 
at $3.00 per month in all exchanges 
except Guymon, Shattuck and Way- 
noka; individual line residence service 
at $2.00 per month except for the fore- 
going three exchanges which would be 


$2.25. Present individual line business 
rates range from $2.25 to $2.50 and 
residence individual line rates range 
from $1.50 to $2.00. 

Robert Buzzard, general auditor oj 
the company, testifying as to origina! 
costs of the properties in Oklahom 
and wage increases in 1944 and 1945, 
stated the present company represent 
a consolidation of 100 small telephon 
companies into 168 exchanges. H: 
stated the company had increased sal 
aries and wages of employes approxi- 
mately $45,000 during the past thre 
years. 

Witnesses, representing rural 
switched lines served from the Perkins 
and Coyle, Okla., exchanges of the com 
pany, opposed the proposed increas« 
of switching rates on their rural lines 
from 33% cents to 50 cents per month. 

The hearings were recessed to Janu- 
ary 15, 16, 17 and 18, 1946, when the 
commission and the OPA are expected 
to present testimony. 


~*~ 


The Hamilton County Farmers 
Telephone Association, Aurora, Neb., 
which operates at Doniphan, Giltner, 
Hampton, Hordville, Marquette, Phil- 
lips, Stockham and Trumbull, recently 
asked the Nebraska State Railway Com- 
mission for authority to increase its 
rates as follows: Fifty cents a month 
for business and 25 cents a month for 
residence service in Aurora, an _ in- 
crease of 25 cents a month for business 
service on all other exchanges, with 
residence service remaining as at pres- 
ent, and 25 cents a month for all rural 
stations. 

Directors of the company said the 
increases, if granted, would add $5,600 
a year to revenues, and that if they 
were denied it would be necessary to 
abandon entirely a plan of moderniza- 
tion of the plant that tentatively has 
been approved. 

“A new switchboard is to be in- 
stalled in the Aurora exchange, and all 
grounded lines in rural areas metal- 
licized,” said a statement of the di- 
rectors. “This latter improvement will 
make expansion of rural electrification 
possible to all of the territory. This 
has been held up in sections served by 
non-metallic lines because REA lines 
alongside of them have impaired serv- 
ice greatly. 

“Most of the telephones and switch- 
boards in the system, with the excep- 
tion of Giltner, are more than 30 years 
old. This equipment is out of date, and 
worn until it is almost impossible to 
give satisfactory service. The directors 
have received numerous requests for 
metallicizing all lines and for full 24- 
hour service on all exchanges. They 
also have received demands for im- 
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proved service on all parts of the sys- 
tem. The costs will require a large 
capital investment, but it is believed 
this can be retired over 15 years.” 

The stock in the company is largely 
farmer-owned, and it was said opera- 
tions in the past have been conducted 
with the view in mind that service will 
be given at cost. 


A petition for a 25-cent monthly 
rate increase at the Estelline, S. D., 
exchange of the Central West Tele- 
phone Co., Waverly, Minn., recently 
was circulated among subscribers by 
District Manager R. N. Hunt, prior 
to submitting application for the in- 
crease to the South Dakota Public 
Utilities Commission. 

The new rates, if granted, will in- 
crease business telephone charges from 
$2.75 to $3.00, and residence from $1.75 
to $2.00. 


The Unadilla (Neb.) Union Tele- 
phone Co. on October 10 was author- 
ized by the Nebraska State Railway 
Commission to increase its rates 25 
cents a month on all classes of service. 
(TELEPHONY, September 29, page 28.) 
The new schedule, effective November 
1, provides the following net rates: 
Business, $1.75; residence and rural 
grounded service, $1.25, and rural 
metallic, $1.50, with 15 cents a month 
added for monophones, all the others 
being for wall type instruments. 

The OPA declined to take part in 
the hearing, but a number of sub- 
scribers were present to protest service 
conditions only. In 1939, it was said, 
the Rural Electrification Administra- 
tion entered the company’s territory, 
which resulted in considerable inter- 
ference with the service. At that time, 
all of the lines were grounded. The 
work of metallicizing the lines, it was 
stated, was halted by the scarcity of 
labor and materials, but officials prom- 
ised the commission that all lines would 
be transformed. 

The new rates, the commission ob- 
served, will not be sufficient to meet 
all expenses. It estimated annual rev- 
enues will be increased to $3,935, while 
expenses will total $4,327, including a 
depreciation of $649. Added operating 
costs, taxes and other expenses leave 
a deficit of $558.64, with no return on 
the investment and only $91 for de- 
preciation. 

The company has a fixed investment 
of $18,748 and a depreciation reserve 
of $23,119. The commission found that 
the property is only in 50 per cent con- 
dition, and allowed a total net invest- 
ment of $10,227. The company, which 
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has 57 stockholders, mostly farmers, 


serves 55 city and 140 rural sub- 
scribers. 


The application for rate increases 
of the Callensburg (Pa.) Telephone 
Co., which serves that city and other 
parts of Clarion County, was approved, 
effective October 1, by the Pennsyl- 
vania Public Utility Commission. (TE- 
LEPHONY, August 25, page 24.) 

The new rates are $1.75 per month 
where the company furnishes business 
or residential telephones, and $1.50 
where the subscribers own and main- 
tain the instruments. Previous rates 
were $15 and $12 a year, respectively. 
The Callensburg company furnishes 
magneto service to approximately 190 
subscribers. 


The Illinois Commerce Commission 
has authorized the Moweaqua (Ill.) 
Home Telephone Co. to raise its rates, 
it was announced September 29. 

The increases in annual rates now 
in effect are: Business service, indi- 
vidual line, from $30 to $36; extension, 
$6.00 to $9.00; residence service, in- 
dividual line, $18 to $24, and extension, 
remains $6.00; rural service, multi- 
party business, $24 to $36; multi-party 
residence, $18 to $21, and service sta- 
tions, $7.00 to $9.00. 

It is estimated that the new rates 
will increase the company’s revenue to 
$2,396 a year. The company has paid 
no dividends for nine years. 

The commission directed the com- 
pany to rehabilitate and repair the 
central office and switchboard, and 
“‘nlace the outside plant in condition to 
furnish adequate and reliable service 
within six months.” 

(Also see “Summary of Commission 
Rulings and Hearings.” ) 
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Fortuna, Mo., Company Sold 

Mr. and Mrs. Carl Blankenship, who 
recently bought the Fortuna (Mo.) 
Telephone Exchange from Mr. and 
Mrs. Herman Heldiman, took over its 
operation October 1. The exchange 
formerly was part of the United Tele- 
phone Co. at Kansas City. 
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Applies for Dissolution 

A public hearing was held at Black 
River Falls, Wis., on September 5 to 
investigate the application of the City 
Point (Wis.) Telephone Co., to dis- 
solve. The company serves 27 sub- 
scribers. 


Asks Authority to Sell 


The Fayette (Ohio) Telephone Co. 
September 25 petitioned the Ohio Pub- 
lic Utilities Commission for authority 
to sell its property and business to the 
Ohio Associated Telephone Co., Marion, 
for $54,702. 
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Summary of Commission 
Rulings and Hearings 


Federal Communications Commission 


September 18: Granted Western 
Arkansas Telephone Co., Russellville, 
authority to change classification from 
telephone carrier to connecting carrier. 

September 24: Granted Southwest- 
ern Bell Telephone Co. permission to 
list Nodaway Telephone Co., Maryville, 
Mo., as connecting carrier and delete 
listing of Hanamo Telephone Co. there. 


California Railroad Commission 

September 28: Granted Snelling 
(Calif.) Telephone Co. authority to 
apply five-cent rate for local calls from 
public pay-station. 

September 28: Granted Southern 
California Telephone Co. authority to 
sell certain property in Riverside to 
A. B. and L. C. White. 


INinois Commerce Commission 


October 10: Hearing on petition of 
Rockford for order on Illinois Bell 
Telephone Co. to show cause why there 
should not be reduction in intrastate 
rates. Postponed from September 24. 

October 11: Hearing on petition of 
Illinois Consolidated Telephone Co., 
Mattoon, for authority to issue $50,- 
000 common stock and $200,000 pre- 
ferred stock, par value. 


October 11: Hearing on petition of 
Midland Telephone Co., Mattoon, for 
authority to issue and sell 330 shares 
no par common stock. 

October 11: Hearing on joint peti- 
tion for merger of Midland Telephone 
Co. into Illinois Consolidated Tele- 
phone Co. 


October 11: Hearing on petition of 
Illinois Consolidated Telephone Co. for 
issuance of $1,000,000 first mortgage 
3 per cent bonds. 

October 16: Hearing on proposed 
rate increase at Farina (Ill.) Mutual 
Telephone Co. and Edgewood (Ill.) 
Telephone Exchange. 

October 16: Hearing on proposed 
rate increase at Metamora (Ill.) Tele- 
phone Co. 

October 16: Hearing on proposed 
rate increase at Golden (Ill.) Farmers 
Telephone Co. 

October 23: Hearing on petition of 
eight individuals vs. Illinois Bell Tele- 
phone Co. and Illinois Commercial 
Telephone Co. for order requiring Illi- 
nois Bell to furnish them service 
through Gibson City exchange. 

October 25: Hearing on complaint 
of Cherry Valley, Winnebago County, 
on free line service of Illinois Bell 
Telephone Co. and Midwest States 
Telephone Co. between Cherry Valley 
and Rockford, and on request for ad- 
ditional free lines. Postponed from 
September 25. 
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Indiana Public Service Commission 
August 30: Filing of petition by 
Bremen (Ind.) Telephone Corp. for 
authority to issue $35,000, 4 per cent 
mortgage notes; to install dial equip- 
ment, and authority to increase rates 
on completion. No hearing date set. 
September 13: Filing of petition by 
Providence (Ind.) Telephone Co. for 


authority to increase rates. No hear- 
ing date set. 

October 19: Hearing on petition of 
Patricksburg (Ind.) Telephone Ex- 


change for authority to increase rates. 


Kansas State Corporation Commission 


September 10: Heard and advised 
complaint of Vliets (Kan.) Mutual 
Telephone Co. against Axtell (Kan.) 
Mutual Telephone Co. concerning ter- 
ritory invasion. 

October 15: Heard and advised ap- 
lication of Frank C. and Iva Ruth 

orce for permission to cease opera- 
tion of Force (Kan.) Telephone Co. in 
part of Circleville territory. 

October 30: Hearing on application 
of R. J. Enyeart for permission to 
transfer franchise and cease operating 
Kingsdown (Kan.) Telephone Co. 

October 30: Hearing on application 
of Frances L. Wideman for certificate 
of convenience and authority to op- 
erate at Kingsdown. 

November 5: Hearing on applica- 
tion of Denton (Kan.) Telephone Co. 
for authority to make certain rate 
changes. 


Minnesota Railroad & 
Warehouse Commission 

October 9: Hearing on commission’s 
investigation of complaint by Mrs. 
Clarence Goertz concerning territory 
invasion of Bremen Party Line Tele- 


phone Co., Millville, by Hammond 
(Minn.) Telephone Co. 
October 16: Hearing on application 


of Audubon (Minn.) Telephone Co. for 
authority to increase rates. 


New York Public Service Commission 


October 5: Hearing on petition of 
Rochester (N. Y.) Telephone Corp. for 
authority to issue $2,800,000 in 15-year 
debentures. 

October 8: Hearing on joint peti- 
tion for authority te sell New Lisbon 
Farm Telephone Co., Garrattsville, to 
New York (N. Y.) Telephone Co. 

October 8: Hearing on joint petition 
for authority to transfer works of 
Worcester (N. Y.) Telephone Co. to 
New York (N. Y.) Telephone Co. 


Oklahoma Corporation Commission 

October 31: Hearing on application 
of Hammon (Okla.) Telephone Co. for 
increased rates. 

October 31: Hearing on application 
of Oakwood (Okla.) Telephone Ex- 
change for increased rates. 

October 31: Hearing on application 
of Winsted Telephone Co., Tyrone, for 
increased rates. 


Wisconsin Public Service Commission 

October 1: Hearing on commission’s 
investigation of rates, rules and prac- 
tices at Dodgeville & Union Mills Tele- 
phone Co., Dodgeville. 

October 3: Hearing on establishment 
of priorities, rules and regulations for 
telephone installation. 
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October 5: Hearing on service com- 
plaint of Edmund Porter against Wis- 
consin Telephone Co., Milwaukee. 


October 8: Rehearing on applica- 
tion of Lisbon Telephone Corp., Sus- 
sex, for authority to increase rates and 
install dial switchboard and other im- 
provements. 


October 18: Hearing on application 
of Community Telephone Co. of Wis- 
consin for authority to abandon serv- 
ice at Alma Center. 


October 25: Hearing on application 
of Viking (Wis.) Telephone Co. for 
authority to increase rates. 
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Government Asks ASA to 
Develop Pole Specifications 


The American Standards Associa- 
tion, New York, N. Y., recently was 
requested by the government to use its 
emergency procedure in developing 
specifications for wooden poles made 
from jack pine, red pine, western white 
pine, inland types of douglas fir, west- 
ern hemlock, western larch and certain 
other miscellaneous species. 


Prime purpose of this job will be to 
conserve the natural timber supply; 
and, secondly, to channel the produc- 
tion and use of poles so that all pur- 
chasers will have a fair share of the 
available timbers. 


“War needs have depleted our tim- 
ber supply to an extent that we do not 
yet fully realize,” said Dr. R. H. Colley 
of Bell Telephone Laboratories, Inc., 
who is an authority on pole production 
and use, and one of the country’s ex- 
perts on wood preservation. 


During the war years, use of poles 
has been cut in half by wartime re- 
strictions, leaving a big pent up de- 
mand for poles that will hit the market 
now that the restrictions have been 
removed. Based on statistical informa- 
tion appearing in the proceedings of 
the American Wood-Preservers’ Asso- 
ciation, this potential demand for poles 
is likely to run to at least 4,000,000 
poles a year during the next few years. 
As a result of this situation, conserva- 
tion of our timber supply is not only 
advisable but imperative, if all pole 
users are going to get the products they 
need. 

As a further conservation measure, 
the specifications will aim at treatment 
of every pole with wood preservatives 
so that poles will last as long as pos- 
sible. The specifications will, of course, 
also cover prohibited and permitted 
defects, such as sap stain, twist grain, 
insect damage, knots, scars, etc. Such 
matters as manufacturing require- 
ments, dimensions, storage and han- 
dling also will be covered. 


The government indicated that there 
is a great need for speed in complet- 


ing these specifications. Therefore, the 
Standards Association has called to- 
gether an emergency committee which 
will be headed by Dr. Colley. A meet 
ing of this committee is scheduled to 
be held at an early date. 
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Illinois Bell Installs Two 
Buried Telephone Cables 

Installation of two buried telephone 
cables between Centralia and Vandalia 
and a junction with the existing cables 
at Sandoval will be completed soon, 
the Illinois Bell Telephone Co. stated 
recently. The project, which was be- 
gun in December, 1944, is intended to 
provide additional safe and economic 
long distance facilities. However, when 
the project is completed, it will be part 
of a cross-country cable network which 
was started before the war. 

The new twin underground cables 
contain 108 wires each, over which 
several conversations can be trans- 
mitted simultaneously, and, it was 
stated, they will be protected from the 
effects of atmospheric disturbances by 
being placed underground. Nitrogen 
gas pressure will be used to keep them 
in good condition, thus making it pos- 
sible to discover any damage to cable 
covering before water or the elements 
can harm the wire within the cables. 
Any lowering of the gas pressure, due 
to a hole in the cable sheath, auto- 
matically sounds an alarm in a nearby 
central office, it was said. 
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Custodian of Nazi Gold and 
Loot Gets Bronze Star 

Lieut. Col. Henry D. Cragon of Nash- 
ville, Tenn., an employe of the Southern 
Bell Telephone & Telegraph Co. at New 
Orleans, La., prior to entering the 
armed forces in April, 1941, recently 
was awarded the Bronze Star Medal 
for meritorious service in Belgium, a 
letter to his wife revealed. 

Presentation was made July 8 in 
Frankfurt, Germany, where Colonel 
Cragon is a branch chief in the finan- 
cial division of the U. S. Group Control 
Council, by Lieut. Col. Gordon Brown- 
ing, chief of the British-American civil 
affairs organization for Belgium. Col- 
onel Browning is the former governor 
of Tennessee, and, until recently, Colo- 
nel Cragon served on his staff as a 
finance officer. 


According to a copyrighted story by 
Drew Middleton, New York Times cor- 
respondent, Colonel Cragon is the man 
responsible, under army regulations, 
for the 90 per cent of Germany’s gold, 
together with a vast Nazi treasure loot, 
which was recovered by American 
soldiers in a German salt mine. 
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Drill brick walls or concrete quickly and 





easily with an electric hammer powered by a 


Homelite Gasoline-Engine-Driven Generator. The best way to see the performance that you get 
with Homelite Portable Generators, Pumps and 


Small, compact and portable, a Homelite Blowers is to have a demonstration given right on 


gives you power the instant you need it and an actual job. If you want a free demonstration with- 
. out obligation, simply write to us. We'll have our 
at any spot you need it. Plenty of power, too 


... 2000 watts. 


nearest representative get in touch with you. 


Homelite Corporation 
Virtable PUMPS - GENERATORS - BLOWERS 


PORT CHESTER, NEW YORK 
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You can help your commercial subscribers 
to get fuller use of their present telephone service by urg- 
ing them to install a Teletalk Intercommunication System. 
Teletalk, used as a supplement to a switchboard, handles 
all routine inside calls and keeps trunk lines free for 
revenue-producing outside calls. Besides, it makes it pos- 
sible for your subscribers to speed up and improve their 
own customer service . . . to get quick information on 
orders, accounts, stock, shipments and other matters while 
holding the telephone. 


Savings made by installing Teletalk are by no means 
confined to giant business and industrial concerns. Many 
smaller businesses, stores, warehouses, schools, hospitals 
and other organizations have found that Teletalk’s instant 
voice-to-voice intercommunication continues to pay sub- 
stantial dividends long after the installation has paid for 
itself through time-and-money savings. Write for full infor- 
mation today. 


New England T&T Manager 
Wins Bronze Star Medal 

The Bronze Star Medal has been pre- 
sented to Maj. Franklin A. Shurtleff, 
former district manager of the New 
Bedford, Mass., office of the New Enyv- 
land Telephone & Telegraph Co., offi- 
cials of the company have been notified. 

The medal was presented by Brig. 
Gen. E. F. Koenig “for outstanding 
service in the preparation and execu- 
tion of Signal Corps activities” in Nor- 
mandy. 

A certificate of merit was awarded 
the major in January, 1945, in which 
he was cited for “meritorious service 
in connection with military operations 
from August 18, 1944, to November 15, 
1944,” 
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J. W. Vaughan, Tennessee 
Operator, Dies 

J. W. Vaughan, 66, died at his home 
in Waynesboro, Tenn., September 21 
after an illness of several months. Mr. 
Vaughan had been connected with the 
telephone business in Tennessee for 20 
years. 

He entered the telephone business in 
1925 when he purchased the telephone 
property at Summertown, Tenn. A short 
time later he purchased the telephone 
property at Cornersville, Tenn. After 
disposing of his telephone property at 
Summertown and Cornersville, he pur- 
chased an interest in the Waynesboro 
(Tenn.) Telephone Co., which was 
being operated by his son, H. W. 
Vaughan. 

Mr. Vaughan retained his interest in 
the Waynesboro company until about 
a year ago, when, because of failing 
health, he sold his interest to a son-in- 
law, R. D. Beatty of Waynesboro, who 
is manager of the property. 

Mr. Vaughan was a director in the 
Tennessee Independent Telephone Asso- 
ciation for a number of years and had 
been active in the association since it 
was organized. 

In addition to his telephone interests, 
Mr. Vaughan was a composer of music 
and an instructor of vocal music. 

Survivors are his widow, one daugh- 
ter and three sons. 
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Plans Improvements 
The Buffalo (Mo.) Telephone Ex- 





Licensed under U. S. Patents of Western 
Electric Company, Incorporated, and Amer- 
ican Telephone and Telegraph Company 


WEBSTERMELECTRIC 


Racine, Wisconsin, U.S.A. - Established 1909 - Export Dept.: 13 €. 40th Street, New York (16), N.Y. Cable Address “ARLAB” New York City 


change recently reported the following 
improvements will be made as soon as 
conditions permit: Full metallicized 
rural circuits (two wires to every tele- 
phone) to eliminate cross talk, new 
two-position common battery switch- 


board, all new type handsets and new 
Where Quality is a Responsibility and Fair Dealing an Obligation” cable. 
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PERFORMANCE UNLIMITED 

d. For 41 years LENZ have put Quality first in 
™ order to produce the best Telephone Cords, 
4 Wire and Cable possible. 

1- LENZ engineering is responsible for new ma- 


terials and improved manufacturing methods. 


For instance: The sturdy tinsel conductors of 
d LENZ Receiver Cords protected by the finest 
h j moisture - proof insulation and extra strong 
“e outer braid assure longest possible service. 


1S Write today for Cord Chart listing all types. 
DISTRIBUTORS 
LEICH SALES CORP. H: H. VAN LUVEN 


427 W. Randolph St. 307 E. 3rd St. 
Chicago 4, Ill. Los Angeles 13, Calif. 
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LENZ ELECTRIC MANUFACTURING Co. 
. 1751 N. WESTERN AVE.. CHICAGO 47, ILL.. U.S.A 
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- | FUNDAMENTALS OF 
: TELEPHONY 


By ARTHUR LEMUEL ALBERT 


Professor of Communication Engineering, Oregon State College 


. 
How will you meet 
ne 374 pages, 5144 x 814, 200 illustrations, $3.25 e 9 
. This book tells how and why telephone apparatus and lines oper- wage incred Ses e 


ate as they do, covers the electrical theory and circuits with which 
every telephone worker should be familiar. It explains the phe- 
D- nomena of sound as they apply to telephony. It gives a practical 
id knowledge of the functioning of transmitters, receivers, and other 
it elements of telephone sets and systems, including modern manual 
and dial systems. It shows the requirements of local and toll : ? , , 
transmission lines and how they are met, covering electrical meas- @ Most logical solution is rate in- 
uring instruments, the measurements used in telephony, the prob- 

lems of interference in telephone circuits, and other topics, in a creases. And they require up to date 
clear, well-illustrated, elementary treatment, especially arranged for 
1- the non-engineering reader. 





plant property valuations. Our studies 


Check the data in these chapters . , : 
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1. Direct-current Theory 9. Dial Telephone Systems 
2. Alternating-current Theory 10. Transmission over Circuits : 
3. Electric Networks with Distributed Constants telephone companies to secure such 
4. Sound, Speech, and 11. Transmission over Circuits 
3 Hearing with Lumped Constants rate increases. Write for details 
g 5. Telephone Transmitters 12. Measurements in Telephony : 
is 6. Telephone Receivers 13. Inductive Interference 
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Spinning is the finest method 
for suspending aerial cable 
. . . the only method which 
completely eliminates ring 
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cutting, bowing and crystal- 
lization. Equally 
on existing cable or new 


efficient 
construction. One man can 
do a perfect spinning job 
. .. does not require truck, 


tractor or gang of men. 
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Cook Develops New 
Metal Sealing Method 


The war-born “Stratopax” method 
by which relays, switches and other 
controls operate within gas-filled en- 
closures, making them safe from 
weather and other hazards of high 
altitude, which has been developed by 
the Cook Electric Co., Chicago, was 
featured in a full-page article in the 





Stratopax gas poundi testing and devel- 


opment laboratory in Cook Electric Co. factory. 





September 15 issue of Business Week. 
The article described the new sealing 
method as follows: 


Progress in thoroughly sealing metal 
enclosures which could not be revealed 
during the war now has been reported 
by Cook Electric Co., Chicago. 


Unit Works in the Can—The firm 
calls its enclosures “Stratopax.” Aside 
from the technological improvements 
claimed for this method of hermetic 
sealing, the technique is notable for 
the fact that the package is used to 
protect the product during its entire 
period of use. The work unit remains 
inside the package. The can, shaped to 
fit the contents and the available space, 
is designed to permit perfect function- 
ing of the fully enclosed unit without 
removal from the protection of the 
container. 

The original purpose was to elimi- 
nate fire hazards caused by insulation 
breakdown and excessive arcing in 
standard electrical controls such as 
relays, contactors, circuit breakers and 
switches, when operated under the low- 
pressure conditions of high altitude 
flight. Subsequently, the concept was 
extended to provide trouble-free opera- 
tion and increased lifetime wherever 
weather conditions, fungus, explosives 
and dust are factors. 

Billionth Pound of Air — Cook’s 
method is intended to reach beyond 
previous techniques of hermetic sealing 
to provide a measurement of the ex- 
tent of tightness of leaks, after com- 
plete final assembly, outgassing, filling 
with inert gas, and sealing off. The 


firm claims that its test laboratorie: 
can detect and measure such minut: 
leakage quantities as 0.01 micron c. f 
of gas per hour, which in terms of ai: 
is as little as one-billionth pound per 
hour. 

Early attempts at sealing in gas 
filled containers—most of these merely) 
for protection from the factory t 


opening at the point of use—tended to 
the more plentiful gases, particularly 
nitrogen. The Stratopax technique in 
volves 


use of gases compounded to 


— 





ELECTRO 


N 
BATTERY 
ELIMINATOR 


GIVES WORRY-FREE SERVICE 


Operates direct from lighting circuit. 
Delivers constant, humless D.C. to oper- 
ator’s circuit on magneto switchboard. 
Power-off relay assures uninterrupted 
service in case of power 
failure. Low in cost! See 
your jobber, or wrife direct 
\ for full information. 
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the only Colonial Court House still standing 
in the United States. It is still in use. 


ao Ses se 

OLD FORT JOHNSTOWN is one of two historic 

stone forts erected in 1772. The other was 
destroyed by fire in 1866. 





SIR WILLIAM JOHNSON HALL, home of the 
city's founder, is the only baronial mansion 
in the United States. 














Historic JOHNSTOWN, NEW YorKX 


Another of the More than 1,000 American Cities and Towns for which Telephone Directories are 
Published by General Telephone Directory Company 


= of the last important battle of the American 

Revolution and with an historic background ex- 
tending back to pre-Revolutionary days, Johnstown, 
New York, is today a thriving city of 11,000 neigh- 
borly people. It is situated in the foothills of the 
picturesque Adirondack Mountains. 


One of the principal industries of this community 
is the tanning of leather and the manufacture of 
gloves which was first begun back in 1809 with deer 
skins as the chief raw material. A large proportion 
of the various gloves used by our armed forces in 
World War Il were made in Johnstown. Knitting 
mills, a gelatine plant, and other manufacturing plants 
are operated here. 


Telephone service for the City of Johnstown is 
ptovided by the Upstate Telephone Corporation of 
New York. And since 1937, the telephone directories 
issued by this corporation have been published by 
General Telephone Directory Company. 


x * * 


"Making More Money from 
Your Telephone Directory” 


Above is the title of an interesting booklet which 
explains the complete directory publishing and sales 
service provided by our organization. This service 
is employed by independent telephone companies 
throughout the United States. If you are considering 
changes or revisions in your own directory policy, you 
may find the information contained in this booklet of 
real value. A request on your letterhead will bring a 


free copy by return mail. 





GENERAL TELEPHONE 


DIRECTORY COMPANY 














Eastern Office: Ben Hur Bldg., 


Crawfordsville, Indiana. 


Western Office: Press-Telegram Bldg., 
Long Beach 2, California. 


Telephone 2270 


Telephone 672-22 
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meet particular conditions. Cook uses 
the trade name of “Dry Nithelon,” fol- 
lowed by a number to indicate the 
particular formula. 

Purging With Helium — Tests are 
currently under way with such gases 
as hydrogen, helium and freon. In its 
general approach, Cook outgasses by 
alternately subjecting the package to 
a low vacuum and then purging with a 
small-atomed gas such as helium. 

The unit is heated with infrared 
lamps to drive out gas and get rid of 
moisture and other foreign substances 
which might cause corrosion. Evacua- 
tion is carried down to the degree indi- 
cated for proper leak rating, and the 
inert gas for the proper environment 


usually is maintained and sealed off at 
extremely low pressure. Thus, the 
method aims to keep the unit operating 
inside the enclosure at top efficiency 
for its desired lifetime of service. 

Custom Packaging—At first intend- 
ing to use its process solely on the 
company’s own product, Cook soon 
found itself drafted into Stratopaxing 
electrical products of other manufac- 
turers which were needed for use, par- 
ticularly in high altitude aircraft. Be- 
sides supplying the cans in which to 
pack the product, the company also 
supplies such auxiliary units or substi- 
tutes as are required. 


In packing and sealing instruments 
of other manufacture, Cook engineers 








Did You Ever Fly A 


Kite In A Rainstorm: 


. 











? 


Br. FRANKLIN tried it and because he 


had the "KNOW-HOW" he brought 
the lightning down out of the clouds 


and today we enjoy telephones, phono- 
graphs, radio, etc. 


In any field, be it kite flying or sales- 
manship, there's always one who excels. 
In DIRECTORY ADVERTISING we like to 
feel that LOOMIS has just a little more 
knack on the kite string. In fact, we be- 
lieve we can prove it. We have the figures 
to show what happened in various metro- 
politan centers, when LOOMIS took over 
the TELEPHONE DIRECTORY ADVERTIS- 
ING. The LOOMIS "KNOW-HOW" has 
back of it over twenty-one years of suc- 
cessful experience gained through the sale 
and management of more than 25 million 
dollars worth of advertising. 


Before your DIRECTORY ADVERTISING 
contract comes up for consideration, we 
the LOOMIS story. 
Address Wesley H. Loomis Jr., Pres., 20 W. 


9th Street Building, Kansas City 6, Missouri. 


ADVERTISING 
COMPANY 


invite you to hear 


502 Gettle Bidg., Ft. Wayne 2, Ind. 


506 Olive St., St. Louis 1, Mo. * 


20 West 9th St. Bidg., Kansas City 6, Mo. 


6908 Market St., Upper Darby (Phila.) * Omaha Nat'l Bank Bidg., Omaha 2, Neb. 
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undertake a series of operations in 
steps. They analyze the instrument for 
electrical, mechanical and _ physical 
characteristics, and determine all such 
points as mounting requirements, bolts 
and bolt locations, and ways to reduce 
shock and vibration. 

Pre-Package Precautions — Because 
the electrical equipment never will be 
removed from the can, Cook engineers 
have to check location of individual 
terminals, arrangement to accommo- 
date cables and the like, and duplica- 
tion of original lugs, binding posts and 
plug ins. One point always considered 
is whether several adjacent instru- 
ments could better be combined into a 
single package. 

In designing the package, the en- 
gineers must plan to provide the entire 
assembly or chassis with appropriate 
mounting, terminations, test lamps, in- 
spection ports and test circuit ter- 
minals. 

Operational Factors—To avoid heat 
accumulation inside the package when 
the unit within it is operating, the 
design takes into consideration the need 
for using gases of high thermal con- 
ductivity. Other devices used for this 
purpose are radiating flanges and ex- 
panding bellows section. Corrosion is 
met with appropriate metals, platings 
and methods of metal joining. 

A final check over covers suspension 
techniques, interior wiring to outside 
terminals, weight reduction, insulation, 
possible use of glass inclosed terminals 
and compression couplings. A favorite 
device is using bellows to permit man- 
ual actuation of switches, reset mecha- 
nisms and adjustments. 

Brazing and Welding — Cook engi- 
neers are proud of their care in the 
sequence of use of various brazing, 
welding and soldering operations. Their 
general procedure is to start with the 
method requiring highest temperature, 
and then work downward—as copper 
brazing at 2,100 F, silver brazing at 
700-1,400 F and soft soldering at 400- 
600 F. Heliare and atomic hydrogen 
welding also are used when additional 
temperature steps are required in seal- 
ing. 

Cook Electric also is engaged in a 
long-term packaging project for the 
military by a process which it calls 
“Neutropax.” This involves large ve- 
hicles and weapons of the sort other 
companies are processing for long- 
term preservation. 


Vv 


Buy New York Independent 

Mr. and Mrs. Glenn I. French of 
Camden, N. Y., recently announced 
they had taken possession October 1 
of the Williamstown (N. Y.) Tele- 
phone Co., which they purchased from 
Dennis F. Healy. 


Vv 


Installs New Equipment 

The Bronson (Kan.) Mutual Tele- 
phone Co., according to its lineman, 
A. E. Fink, recently installed the fol- 
lowing new equipment: Modern con- 
necting rack, ringing cable, all wire in 
cables strung across streets, remodelled 
cable endings and new poles for lines. 
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1 alle above gua need 
REPEATING COILS a 


I1—For use in switchboard cord circuits. 















2—For creating phantom and simplex 
circuits. 






3—For connecting grounded and metallic 
circuits. 





4—For terminating grounded lines at the 
central office. 






5—For correcting reflection losses be- 
tween loaded and non-loaded facilities. 





AUTOMATIC ELECTRIC 


Automatic Electric High-Efficiency Repeating Coils are available for a 
wide variety of uses on toll or local circuits and in all types of central- 


office switching equipment. 


The high efficiency of Automatic Electric Repeating Coils is obtained 
from a unique design which provides an exact balance of distributed 
capacitance, inductance and effective resistance. The result is maximum 


transmission efficiency with minimum loss and distortion. 


Many suggested uses for repeating coils in improving your plant perform- 
ance, as well as complete specifications on Automatic Electric coils are 


given in literature gladly supplied on request. 


AUTOMATIC] ELECTRIC 





Originators and Developers of Strowger Step-by-Step Machine Switching Automatic Dial Systems 
Makers of Telephone, Signaling and Communication Apparatus . . Electrical Engineers, Designers and Consultants 





Distributors in U. S. and Possessions 
AUTOMATIC ELECTRIC SALES CORPORATION, 1033 W. Van Buren St., Chicago 7, U. S. A. 
Export Distributors: INTERNATIONAL AUTOMATIC ELECTRIC CORPORATION 
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Doniphan, Mo., Company Improves 


Lines; Contemplates Dial Service | 


The Doniphan (Mo.) Telephone Co. 
is erecting some new poles preparatory 
to encasing its wires in cable, accord- 
ing to recent word received from Mr. 
and Mrs. D. A. Rice, owners. This im- 
provement, planned before the war be- 
gan, has been delayed because of gov- 
ernment restrictions on the installation 
of new telephone equipment, which were 
put into effect soon after Pearl Harbor. 

Improved metallic wires are to be 
strung to replace old wires now in 
use and this, the owners of the com- 
pany said, will eliminate talk 
which has prevailed. 


cross 


Mr. Rice stated that he would strive 
to convert the Doniphan office to dial 
service if his patrons so desired. To 
date, he has had few requests, he said. 
The company’s exchange at Neelyville 
uses the dial system and just recently 
a dial system was installed in Green- 
ville, which previously had no telephone 
service except long distance. 

The company operates telephone ex- 
changes at Piedmont and Williamsville, 
and the owners say they hope to have 
all the exchanges operate from a cen- 
tral dial control station. 


Vv 


Illinois Commercial Company 
Extends Service Facilities 

Harry Sewell, manager of the Marion 
exchange of the Illinois Commercial 
Telephone Co., has announced that in- 
stallation of a 10-position toll switch- 
board will be completed there on or 
about October 15. 

Mr. Sewell also stated that on com- 
pletion of the cable extension from 
Marion to the Illinois Ordnance Plant 
into Herrin, additional county service 
lines between the 
provided. 


two cities will be 


Vv 


Minnesota Independent 
Rebuilds Line 
The Pinecreek Telephone Co.,, 
Roseau, Minn., recently announced 
plans to rebuild and metallicize the 
southern branch of its line and con- 
nect it with central service at Roseau. 
It was stated that no changes would 
be made in the north branch until next 


| year. 


Vv 


| Independent Operator Resigns 


Mrs. H. B. Sports, agent at the | 
Morton, Tex., exchange of the South- | 
western Associated Telephone Co., Lub- 
bock, for the past seven years, re- | 
cently resigned and was succeeded by | 
Mrs. BERTHA WALDEN. 


HEMINGRAY 
INSULATORS 


Favorably Known 
Since 1870 


- ccd 


x 





HEMINGRAY NO. 53 — 
A single piece transposition 
insulator which can be used 


on standard pir 


LONG LIFE—MOULDED IN! 


Hemingray Insulators are designed 
to withstand every type of weather. 

And they're precision- built ~ 
under exacting step-by-step quality 
production control! 

That’s why they are able to defy 
rain and snow and sleet—to stand 
faithfully on guard through the 
hottest days of summer and the 
coldest nights of winter. 

Hemingrays are sold by princi- 
pal jobbers and are manufactured 
by Owens-Illinois, Hemingray 


Division, Muncie, Indiana. 


OWENS-ILLINOIS 


HEMINGRAY INSULATORS 
Telephone -Telegraph 


Export Agents 


Electric Corpora 
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Plan Service Improvements 
In North Carolina System 

Plans for improvement and extension 
of service and lines of the Oldtown 
Telephone System, Inc., Winston-Salem, 


N. C., in Forsyth County, at an esti- 
mated cost of $75,000 to $100,000, re- 4 U a e L| ES y 0 U CA N T fd U ST 
cently were announced by the company’s 
president, J. Lee Keiger. 
Mr. Keiger said the program will 
include construction of more rural lines | The underground supplies that Graybar distributes are field- 
and the establishment of dial type ex- ; ; 
changes, to facilitate service through- | Proved and give long, trouble-free service. Shown below are 
out the county. Central office equip- 
ment will be improved and property | some examples. For full facts about any of the hundreds of 
has been purchased at Lewisville for 
a telephone exchange which will serve | telephone supplies available via Graybar, call our nearest office. 
that area, he said. At present, the 
central office is located near Bethania. Graybar Electric Company, Graybar Bldg., New York 17, N.Y. 
The Oldtown Telephone System, Inc., 
recently purchased telephone properties 
at King, Germantown and Rural Hall 
from the Central Electric & Telephone 
Co. of Sioux City, Iowa, and, since ac- 
quiring the properties, has improved 








CONDUIT — Graybar offers Orangeburg fibre 
conduit and Natco clay conduit — single-duct, 
multiple-duct, branch, and transposition types. 
; , : ; ne Also, a full line of fittings and accessories, includ- 
service and built new lines into Win- ing bends, bushings, reducers, plugs, caps, end 
ston-Salem, it was said. bells, adapters, jointing compound and tape, 
VV —_— > and conduit tools. 
Golden Anniversary Tops 
Long Service Record MANHOLE SUPPLIES — Graybar distributes 
Chris Kartman, for 24 years presi- | manhole frames and covers—cover hooks — 
dent of the Farmers Telephone Co., | ladders—cable racks, grips, insulators—pulling- 
Cassville, Wis., topped his long service | in irons—guards, platform supports, scaffolds, 
record recently when he and Mrs. Kart- | and shields, 


man celebrated their 50th wedding an- 
niversary. 














Mr. Kartman has served as district DUCT TOOLS — Graybar offers tapered or 
d school clerk for 21 years, town clerk | straight duct reds with all standard-type 


for 14 years, justice of the peace for ees. vam couplings. Test and laying mandrels, brush 


| 
| 
18 years and chairman of the town for | cleaners, rod grapples, sand scoops, and jar 
| 


- four years. He also has been post- | =a ; hammers. Also, hydraulic pipe pushers and 
- master for 11 years. ea adjustable trench braces. 
Vv 

y Independent Makes 
d improvements 
" Substantial improvements, consisting | PIPE AND CABLE LOCATOR—By means of radio 

of the laying of two new cables and | waves, this M-Scope positively and instantane- 
. replacement and extension of new | ously locates the exact position of buried metal 

switchboard cables, recently were com- | conduit, cable, covered manholes, unknown me- 


pleted at the Leoti (Kan.) Telephone | tallic hazards in the path of excavators, etc. It 
” Co., according to its owner, J. E. | quickly pays for itself in labor savings. 
d PUCKETT. 

Vv 


Leaves Kansas Independent 
FRANK H. NELSON, for the past three 

- years associated with the Peoples Mu- 
tual Telephone Co., White City, Kan., 


on September 1 joined the Kansas =<ax\D —~—— han 
Power & Light Co. there. Tay 
vv | 


Names Medical Director wee Sowne of 


The Bell Telephone Co. of Canada, 


Montreal, Quebec, recently announced | J oplane Sup 











the appointment of Dr. W. H. Cruick- 
SHANK as its medical director, suc- 


ceeding the late Dr. GRANT FLEMING. IN OVER 80 PRINCIPAL CITIES 
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FoR=SPEED In 
INSTALLATION 


The exclusive Everstick nut housing locks 
the Anchor firmly on the rod. This 
peeds up i Plates are so 
designed. that they expand easily into 
undisturbed earth, and extra holding 
power is achieved. Made of tough, rust- 
resistant malleable iron. Write for bulletin. 


EVERSTICK ANCHOR CO.® 
FAIRFIELD, IOWA 


tellati 








Cable Reel Jack 
No. 322, with 
right and left- 
hand bases; 
used in pairs. 
Handles reels 
up to 7' in dia., 
and 10-tons in 
weight. The 
broad"'T’ 
base fit- 
ted with 
three ad- 
justable 
tie rods 
affords a 
firm, non- 
rocking 









founda- 
tion on al 
surfaces. 


Many manhours are saved by the 
maximum speed and safety in pay- 
ing out cable provided by Simplex 
Cable Reel Jacks. Other screw and 
lever types, 5 to 15-tons capacity. 


a HY ORAULIC 


LEVER SCREW - 


Jacks 
Templeton, Kenly & Co. 


Chicago (44), Illinois 


Better, Safer Jacks Since 1899 





North Carolina Independent 
To Erect Exchange Building 


Plans for the construction at Hick- | 


ory, N. C., of a modern, concrete tele- 
phone exchange building, reinforced 


| with steel to house a dial exchange, 


have been announced by W. A. Car- 
penter, president of the Hickory 
(N. C.) Telephone Co. 

Equipment for the exchange has 
been on order since June, 1944, and 
meanwhile, 15 miles of new cables are 
being strung by the company, Mr. Car- 
penter said. 


Vv 


Heads Community Fund Drive 
FRANK D. MCCARTHY, group com- 
mercial superintendent of the eastern 
division, General Telephone Corp., New 
York City, recently was named to head 
the public service division for employes’ 
solicitation in the Community & War 
Fund campaign October 15 to 24. 


Vv 


Kansas Manager Transfers 
WILLIAM KEADY, for the past two 
years manager of the Quinter, Kan., 
exchange of the American Telephone 
Co., recently was appointed to manage 
the Dighton, Kan., exchange. He suc- 
ceeds HERMAN DUMLER in that position. 


Vv 


Maine Association to Meet 

The Telephone Association of Maine, 
according to E. W. Nash, secretary- 
treasurer, is making arrangements for 
a meeting October 17 at the Elmwood 
Hotel, Waterville. 


Vv 


OBITUARY 

ROBERT BYRON STOKES, 39, revenue 
accountant for the Southwestern Asso- 
ciated Telephone Co., Lubbock, Tex., 
died September 4. 

Mr. Stokes, son of R. J. Stokes, dis- 
trict manager for the Gulf States Tele- 
phone Co., at Kaufman, Tex., first was 
employed as night operator by the Gulf 
States company at its Mabank, Tex., 
exchange, and, in 1927, joined the Texas 
Telephone Co. at San Antonio. When 
the latter company was acquired by 


| the Southwestern Associated Telephone 


Co. in 1932, he was transferred to the 
headquarters office at Lubbock. Two 


| years later he became district manager 


for the company at Robstown, Tex. On 
January 1, 1938, he was transferred to 
the Interstate Telephone Co. at Spo- 
kane, Wash., where he remained until 


| December, 1942, when he was trans- 
| ferred back to Lubbock as 


revenue 
accountant. 

He is survived by his widow and one 
daughter. 





This powerful pruner cuts closer, is stronger 
than any other similar tool on the market. 
Can be operated in close tangled growth; 
cutting easily and cleanly branches up to 
1!/2” in diameter. No trouble with spring 
breakage. 


Here is the only pruner with the famous 
Seymour Smith "Center Cut" construction; 
safety catch to lock blade closed; one piece 
tempered tool steel blade; reinforced hook; 
extra long life spring; ball bearing pulley; 
highest quality chain; unbreakable iron head. 





Designed by experts for experts; demanded 
by public utility companies everywhere, it 
will pay you to write for literature and prices. 


SEYMOURSMITH & SON, Inc. 


900F Main Street 
OAKVILLE, CONNECTICUT 


PREMAX 
Metal Markers, 


Letters and Figures 


Are Again Available 














Tell us your identification re- 


quirements. We'll be pleased to 
send samples and quotations. 


BP emax Froducts 


| Division Chisholm-Ryder Co., Inc. 
| 4607 Highland Ave., Niagara Falls, N. Y. 
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Automatic Names Burroughs 
Assistant Vice President 


Announcement has been made by | 


Automatic Electric Co., Chicago, that 
Howard A. Burroughs, formerly assist- 
ant chief engineer of that company, 
has been appointed assistant vice 
president reporting to Theodore S. 
Gary, vice president and general man- 
ager, effective immediately. 





H. A. BURROUGHS 


In this capacity, Mr. Burroughs will 
continue his present duties of main- 
taining technical contact between Auto- 
matic Electric Co. and its customers 
in the Independent telephone field, and 
in addition, will take over certain 
duties previously handled by C. S. Cad- 
well, operating vice president, includ- 
ing various technical commercial nego- 
tiations. 

Mr. Burroughs became associated 
with the Gary Group in June, 1944, 
when he was appointed manager of the 
Washington office of Gary Services & 
Investment Co. In June of this year, 
he moved to Chicago to become assist- 
ant chief engineer of Automatic Elec- 
tric. Prior to the time of his Washing- 
ton appointment, he held important 
technical positions with various gov- 
ernment agencies, including the Fed- 
eral Communications Commission and 
the Navy Department’s Bureau of 
Ships. 

In his new position as assistant vice 
president of Automatic Electric Co., 
Mr. Burroughs will, in addition to the 
duties already mentioned, assume other 
related responsibilities, including su- 
pervision of the company’s operating 
staff headed by F. A. Davis, chief op- 
erating engineer, and with C. J. Pracht 
as assistant operating engineer. Mr. 
Burroughs also will have on his staff 
A. C. Eckert, staff engineer, who is 
assuming his former duties as tech- 
nical contact in the foreign field. 
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Bearing this 
Trade-Mark 





“The Stamp 
of Character” 


T.J.MOSS 


TIE COMPANY 


Poles bearing this trade-mark 
are your guarantee of the 
highest quality creosoted 
southern yellow pine poles. 


Every pole bearing this mark 
is completely supervised from 
tree to consumer by men 


experienced in the industry. 











STROMBERG-CARLSON 


Recommends... 





USED THE WORLD OVER 


ARMSTRONG’S 


WHITALL TATUM 
GLASS INSULATORS 





ARMSTRONG'S Glass Insulators give 
dependable service whether the tem- 


perature is a sizzling 134° F. or a frigid 
92° F. below zero. Their homogeneous 
glass withstands a// weather conditions. 


Every stage of production is auto- 
matically controlled to assure uniform- 
ity. Pin cavities are accurately gauged 
for a true pin fit. 


The crystal-clear glass is free of flaws. 
Tests show their transverse strength ex- 
ceeds that of supporting pins. 


For service free of thermal breakage 
or structural failure, specify ARM- 
STRONG'S "“Whitall Tatum" Glass 


Insulators. 


Conform to or exceed 
A.S.T.M. standards 


@rzee’ STROMBERG-CARLSON COMPANY 


Factory and General Offices: Rochester 3, New York, U.S.A. 
Branch Offices: Chicago, Kansas City, San Francisco, Toronto 
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N. H. Saunders Made Engineering To 
You Need | Manager of Kellogg A 
James G. Kellogg, president of the - | 
Kellogg Switchboard & Supply Co., Elec 
oo raat Chicago, has announced the appoint- app 
ment of Norman H. Saunders as en- clus 
gineering manager, replacing R. M. tele] 
| rete) | Proof Kalb, chief engineer, who resigned re- tele; 
i s ss cently. Mr. Saunders assumes full mar 
L '¢ charge of all research, development, de- Co., 
SARS we oe NGOS n .) n g ¢ n V e r t e r | sign and general Peat of Kel- A 
Whether it's a small PBX board . 
or a large Central Office—Sub- logg products. dist 
Cycle fits the job. non 
Sub-Cycle is "Fool-proof" because there pipe 
are no moving parts. . . . Nothing to agr 
wear out . . . and nothing to adjust. Ele 
No Routine Maintenance is needed. It's exp 
a "Static Type’ frequency converter to 
that produces a powerful ringing current L 
from commercial power. par 
corr 
MEETS EVERY REQUIREMENT me! 
. . . because it is designed in accordance - 
with sound engineering principles. Field- sup 

tested and proven under severest operat- tial 

ing conditions. Pri 

ALSO PULSATORS om 

Sold By Leading Distributors wh 

des 

‘Sek 2 Un, me aen Rikon s mueen @ el -@ Benen. e- 
Sek oe -Sn, pm en. Bee) tel 
SE N. H. SAUNDERS y 
I Sherlock never saw the or 

CY . . Mr. Saunders is well known in sio 

(F OD, time he could find $0 the Independent telephone industry an 

many things as with this through his many years of engineering ad 

work and his numerous articles on a 

New. Stowarl various phases of dial switching equip- elu 

r ment. For several years, he was an tel 
CABLE TESTER & LOCATOR instructor in machine switching cir- ne 

cuits. pa 

RE: ANNA As a colonel in the U. S. Army - 

PRICED LOW Combined Signal Corps during World War II, his = 

COMBINES all the new advantages listed to left, administrative activities included war- my 

— time production planning while with 

with universally used Stewart Cable Tester for the Chicago Procurement District. _ 

locating shorts, crosses, grounds, wet spots, etc. Later, he became executive effeer of pr 

NOW YOU CAN FIND WHERE ANY CABLE OR the district. His overseas activity in- - 

PIPE IS BURIED, AND EXACT DEPTH. Light, handy, cluded service with Gen. George & au 

accurate, rugged. Needed by every utility, public Patton’s Task Force as signal supply ili 

or private light, power, water or telephone service officer during preparation and the in- 82 

—every industry. Mail coupon below, or use your vasion of French Morocco. He later - 

letterhead for full descriptive bulletin. was transferred to the Seventh Army * 

when it was organizing for the in- 
Mail coupon for vasion of Sicily. ra 
Bulletin NOW! re 


After serving as deputy signal offi- 
cer of the Seventh Army during the 
amphibious operations on the Mediter- 

uit as ranean Coast of France and the ad- li 


oc Ato® oe ee vance northward, Colonel Saunders re- D 

° ; : i‘ , turned to the United States to again te 
Name ma - ee, ‘ RP eae . : 

oe gee serve as an administrative official in Dp: 

positi? «e— _— the Signal Corps Supply Division. t] 
W.C. DILLON & CO INC Firm °" Upon his retirement from the Army, 


Aaares he returned to the Kellogg company as 


on St. Chicago 44, Illinois | consulting engineer. 
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Automatic Electric Sales 
To Handle Lenkurt Equipment 

Announcement was made recently by 
T. S. Gary, president of Automatic 
Electric Sales Corp., Chicago, of the 
appointment of that company as ex- 
clusive distributor to the Independent 
telephone field of carrier telephone and 
telegraph equipment designed and 
manufactured by the Lenkurt Electric 
Co., San Francisco. 

Automatic Electric Sales also will 
distribute Lenkurt equipment on a 
non-exclusive basis to railroad and 
pipeline companies. Under a separate 
agreement, International Automatic 
Electric Corp. will act as non-exclusive 
export distributor of the Lenkurt line 
to all classes of customers. 

Lenkurt Electric Co., while a com- 
paratively young organization, is be- 
coming a leader in the carrier equip- 
ment field, it was reported. Licensed 
under American Telephone & Tele- 
graph Co. patents, the company has 
supplied carrier equipment in substan- 
tial quantities to the armed forces. 
Prior to entering into the agreements, 
Automatic Electric engineers studied 
Lenkurt equipment, the results of 
which showed the equipment to be well 
designed and engineered. 

Initially, Lenkurt carrier equipment 
will include a single channel carrier 
telephone system (Type 12); a three 
channel system (Type 32), which may 
be supplied either completely equipped 


or partially equipped for later expan- | 


sion up to the three-channel maximum, 
and a special one-channel system for 
addition to lines already equipped with 
a single channel system. Also, it in- 
cludes a complete range of carrier 
telegraph equipment to meet every 
need of telephone and railroad com- 
panies, which may be used individually 
or in combination with telephone chan- 
nel equipment. 

Special features of the Lenkurt line 
include “package type” assemblies for 
easy and economical installation, and 
provisions for such modern require- 
ments as automatic toll dialing and 
automatic supervision, it was said. Aux- 
iliary equipment, such as automatic 
gain regulators and testing equipment, 
also will be available for use where 
these accessories are needed. 

Carrier equipment is_ increasing 
rapidly in economic importance, it was 
reported, due to its low cost as com- 
pared with the construction of wire cir- 
cuits which otherwise would be neces- 
sary. Because of the extensive long 
line construction and_ rehabilitation 
programs now being contemplated by 
telephone companies and other com- 
panies operating communication lines, 
the introduction of Lenkurt equipment 
to these fields is meeting with intense 
interest, the Automatic company states. 
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P&H 


NVA 


P&H Penta treatment is 
non-conductive and non- 
corrosive. 
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50 CHURCH STREET, NEW YORK, N.Y 


TREATED 
NORTHERN 


“STILL IN 


STROMBERG CARLSON COMmPANT THE 


For cable testing use 
AIRCO DRY NITROGEN 


argon, neon, helium, and other rare 


supplies. 


Years of experience with many impor- 
tant telephone systems, have proved the 
effectiveness of AIRCO Dry Nitrogen for 
testing and maintenance of cable under 
pressure. Quick deliveries are assured 
from your nearby Airco office. Please 
return empty cylinders promptly. 


HERE ARE OTHER AIRCO PRODUCTS 
THAT MAY INTEREST YOU 


Oxygen, acetylene, hydrogen, carbon dioxide, 


gases. 


Oxyacetylene welding and cutting apparatus and 


Electric arc welding equipment and accessories. 


* BUY UNITED STATES WAR BONDS x 





Arr REDUCTION 


General Offices: 60 EAST 42nd STREET, NEW YORK 17, W. Y. 


in Texas: MAGNOLIA AIRCO GAS PRODUCTS CO. + General Offices: HOUSTON 1, TEXAS 


Offices in all Principal Cities 
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Test-O-Lite 


TESTS ANY VOLTAGE... 
100 to 550 Volts, A.C. or D.C. 
Safely, Swiftly, Surely 


Neleltl. 7 
4QTHE NEON GLOW 
LOCATES TROUBLE -INSTANTLY 


Indicates hot or grounded 
wires. Tells AC from DC. 
For superior to ordinary 
clumsy test bulb. Indispens- 
able in shop or home. Has 
PATENTED safety features. 
Vest pocket size. 









Life-time guarantee. 
List $1.50. Purchase 
thru electrical dealers. 
Pat. No. 1,778,883. 


RTC-2 VINCENT 


RARE GAS RELAY 


coded 





for harmonic or 


bells. Dual purpose device 
which economically — im- 
proves both ringing and 


transmission on party lines. 
NO MOVING PARTS. Fully 
guaranteed. Can be in- 
stalled in a minute. 


L. S$. BRACH Mfg. Corp. 


Newark, N. J. 





55-63 Dickerson St. 
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Philco Wins Sixth "E" 
The Storage Battery Division of 
Philco Corp., Philadelphia, Pa., re- 


| 
| 


cently was awarded its sixth Army- | 


Navy “E,” it was announced by M. W. 


Heinritz, vice president in charge. This 


is the 21st “E” 


plants. 


conferred on Philco 


Philco storage battery production has 
been converted largely to civilian re- 
quirements, and batteries now are be- 
ing manufactured at three times the 
rate for electric industrial 
trucks, the mining industry, the com- 
munications industry and the railroads, 
Mr. Heinritz reported. 
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Statement of the ownership, management, 
circulation, etce., required by the Acts of 
Congress of August 24, 1912, and March 3, 
1933, 


Chicago, Ill., for October 1, 1945. 


State of Illinois, County of Cook, ss. 
Before me, a notary public in and for the 
state and county aforesaid, personally ap- 


peared Ralph C. Reno, who, having been 
duly sworn according to law, deposes and 
says that he is the editor of TELEPHONY, 
and that the following is, to the best of his 
knowledge and belief, a true statement of 
the ownership, management (and if a daily 
paper, the circulation), etc., of the afore- 
said publication for the date shown in the 


above caption, required by the Act of Au- 
gust 24, 1912, as amended by the Act of 
March 3, 1933, embodied in Section 537, 


Postal Laws & Regulations, printed on the 


reverse of this form, to wit: 
(1) That the names and addresses of the 
publisher, editor, managing editor, and 


business managers are: Publisher, Teleph- 
Publishing Corp., 608 S. Dearborn St 
Chicago 5, Ill.; editor, Ralph C. Reno, 
S. Dearborn St., Chicago 5, IIL; 
editor, Ralph C. Reno, 608 S. 
Chicago 5, Ill.;: business manager, 
Fargo, Jr., 608 S. Dearborn St., 
Ill. 


managing 
Dearborn St., 
H. D. 
Chicago 5, 


(2) That the owner is: (If owned by a 
corporation, its name and address must be 
stated and also immediately thereunder the 
names and addresses of stockholders own- 
ing or holding 1 per cent or more of total 
amount of stock. If not owned by a corpo- 
ration, the names and addresses of the in- 
dividual owners must be given. If owned 
by a firm, company, or other unincorpo- 
rated concern, its name and address, as 
well as those of each individual member, 
must be given.) 

Telephony Publishing Corp., 608 S. Dear- 
born St., Chicago 5, Ill.: H. D. Fargo, > 
S. Dearborn S&t., Chicago 5, Ill.; H. , 
Fargo. Jr., 608 S. Dearborn St.. Chicago P. 
Ill.; Ralph C. Reno, 8 S. Dearborn St.; 
Chicago 5, Ill.; A. J. Stults, 608 S. Dear- 
born St., Gaines 5, Ill. 

(3) That the known bondholders, 
gagees, and other security 
or holding 1 per cent or 


mort- 
holders owning 
more of total 


amount of bonds, mortgages, or other se- 
curities are: (If there are none, so state.) 
None. 


(4) That the 
giving the 


two paragraphs next above, 
names of the owners, stockhold- 
ers, and security holders, if any, contain 
not only the list of stockholders and secur- 
ity holders as they appear upon the books 
of the company but also, in cases where the 
stockholder or security holder appears upon 
the books of the company as trustee or in 
any other fiduciary relation, the name of 
the person or corporation for whom such 
trustee is acting, is given; also that the 
said two paragraphs contain statements em- 
bracing affiant’s full knowledge and belief 
as to the circumstances and conditions un- 
der which stockholders and security hold- 
ers who do not appear upon the books of 
the company as trustees, hold stock and 
securities in a capacity 
a bona fide owner; and this affiant has no 
reason to believe that any other person, 
association, or corporation has any interest 
direct or indirect in the said stock, bonds, 
than as so stated by 


RALPH C. RENO 

Sworn to and subscribed before me 
19th day of September, 1945. 

ALBERT J. STULTS 

(My commission expires November 6, 1948.) 


him. 
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They’ ul Come in 
Handy This Winter! 


Chances are the fall storms 
have burned out a lot of your 
coils . . . so probably your 
replacement stock is low. 

Better check on this and send 
in a batch to Suttle for re- 
winding. And remember... 


Special Prices on 25 or More 
Coils in One Order 


Assorted if you like. 
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A Test for Safety 
in the Home 

There’s nothing quite like the feeling 
of being safe and secure in your own 
home is there? Have you ever asked 
yourself, “Just how safe is my home?” 
According to National Safety Council 
statistics, in the United States nine 
persons are injured in their homes every 
minute. Safe at home? Let’s look at 
the records. 

Every year 32,000 Americans are 
killed accidentally in their homes. How? 
Here’s your answer. Last year 16,000 
were killed by falls, 5,600 died because 
of burns, explosions and fires, 2,000 
were suffocated, 1,500 were poisoned, 
1,200 died of firearms accidents, 1,000 
were asphyxiated, and 4,700 were killed 
in other ways. 

In addition to the death toll, 130,000 
unsuspecting housewives and children 
were permanently injured. 4,750,000 
more were maimed, disfigured or dis- 
abled. 

If you can truthfully answer “yes” 
to the questions listed below which 
were prepared by Inez E. Kent of the 
Home Economics Extension Branch of 
the Department of Agriculture, your 
house is relatively safe from home ac- 
cidents. If you can’t, figure out your 
own chances and then do something 
about it. 


Do You Prevent Falls? 
(A) Keep stairs and doorways 
cleared for safety. Yes........ No......... 
(B) Protect steps and stairways 


_ substantial handrails. Yes 
ee innninnned 

(C) Avoid small rugs at top and 
bottom of stairways. Yes... No........ 

(D) Adequately lighted stairs. Yes 

ae 

(E) Polish waxed floors thoroughly 
to avoid slipperiness. Yes........ No......... 

(F) Scatter ashes, sand or salt on 
icy steps and walks. Yes........ No_........ 

(G) Remove wet leaves from porches 
and walks. Yes........ No......... 


(H) Provide bathtub with a hand- 
hold. Yes........ | ee 

(1) Watch your step; go up and 
down stairs slowly. Yes........ No......... 


(J) Wear low-heeled work shoes. 
wen... ae 
(K) Provide a strong, substantial 


yg ladder on which to stand. Yes........ 
NO e 


(L) Provide railings on _ porches. 
78... Be. 

(M) Mop up spilled grease and 
saga “now,” not “later.” Yes. 
ae 


Do You Stop Burns and Scalds? 
(A) Avoid haste and use holders to 


carry containers of boiling liquids. 
er “ae 
(B) Keep all open kettles of hot 


liquid off the floor. Yes........  —— 


(C) Place all cooking utensils con- 
taining hot liquids, with handles, away 
eons edge of stove and table. Yes 
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(D) Open windows and allow no 
flame in room when using inflammable 
aie as turpentine, etc. Yes No 


(E) Store oiled cloths in — cov- 


ered tin boxes. Yes........ No. 
(F) Provide house with ave extin- 
guisher. Yes.... ...No 


(G) Roll, do not run, if clothes catch 
fire. Yes... a 

(H) Start and revive fires safely. 
Using kerosene is dangerous. Yes 
No 

(1) Keep all combustible materials 
away from stoves and stove pipes. 
pe eee 

(J) Rubbish accumulations may 
cause a fire. Yes No : 


Do You Use Equipment Carefully? 


(A) Follow directions for use of 
electric and gas equipment. Disconnect 
appliances when not in use. Yes 

_ eer 


(B) Repair defective connecting 
cords on portable lamps and electric 
devices promptly. Yes No ‘ 

(C) Diseard frayed electric cords. 
Yes... No. 

(D) Have inauietion links on all pull 
chains. Yes No 

(E) Have all electrical connections 
out of reach from the bathtub. Yes 
| oe 

(F) Teach children not to play with 
electric equipment, floor plugs, and 
sockets. Yes . No : 

(G) Avoid touching any electrical 
connections or appliances when hands 
are wet. It is dangerous! Yes 


(H) Adjust gas cocks to turn 
smoothly, but not too easily. Yes 
a 


(I) Ground the frame of the electric 
washing machine. Yes No 


(J) Keep pins and needles out of 
mouth. Yes No 


Do You Store Hazardous Supplies? 

(A) Keep matches and sharp uten- 
sils out of reach of children. Yes 
No......... 

(B) Seal corks with adhesive tape 
on bottles containing poison. Yes 
No 

(C) Keep poisons and other danger- 
ous supplies well out of reach of young 
children. Yes........ No..... 

(D) Avoid leaving loose wires, 
boards with nails, rakes and hoes on 
the ground. Yes........ No 

(E) Keep the gun out of reach of 
children. Yes........ No. 

(F) Provide container ro tin cans 
and broken glass. Yes No 


Do You Avoid Darkness Disorder, 
Fatigue and Worry? 

(A) Provide a light, avoid walking 
hurriedly in the dark. Yes No ‘ 

(B) Take short rests between heavy 
work. Yes........ No 

(C) Adopt well evgantesd plan of 
work and labor saving methods. Yes 


(D) Secure cooperation of family in 
care of personal possessions, own room 
and bathroom. Yes........ No. ; 

(E) Conduct a family conference 
from time to time concerning safety 
precautions. Yes........ No. ’ 





Operator Back on Job 
After War Service 

Lois Reid Spear, spar 3/c and for- 
mer switchboard operator at the Port- 
age, Wis., exchange of the Common- 
wealth Telephone Co., has received her 
honorable discharge from the U. S. 
Coast Guard and plans to resume her 
position with that company. 

Miss Spear served 2% years with 
the Coast Guard in communications, as 
a switchboard operator in Boston, 
Mass., and Newport, R. I.; a radar 
operator at Chatham, Mass., and a 
teletypist at Sandwich, Mass. 





Frank F. Fowle & Co. 


Electrical and Mechanical 
ENGINEERS 


35 East Wacker Drive CHICAGO 








ACCOUNTING 


HERDRICH, BOGGS and CO. 
Certified Public Accountants 


803 Electric Building 
INDIANAPOLIS 4, IND. 











Cedar Poles 
MAC GILLIS & GIBBS COMPANY 


Wells Bidge., Milwaukee 2, Wis 
* * 
Northern White and Western Red 
Cedar Poles—Plain or Butt-Treated 





MANFRED K. TOEPPEN 


Engineer 


Consultation © Investigation 
Reports 


261 Broadway, New York 7, N. Y. 








INSPECTION SERVICE 


For poles, crossarms, and other timber 
ucts. Preservative treatments of 
products. Analyses of wood preservatives. 


A. W. WILLIAMS INSPECTION COMPANY 


Main office and laboratories: Mobiie, Ala. 
Branch offices: New York and St. Louis. 
inspections handied at timber treating plants. 











J. G. WRAY & CO. 


TELEPHONE ENGINEERS 
Specialists in Appraisals, Rate Surveys, 
Financial Investigations, Organization, 
and Operation of Telephone Companies 

231 S. La Salle St., Chicago 
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CLASSIFIED SECTION 


Rates 10 cents per word payable in advance. Minimum charge $2.00 for 20 words or less. 





HELP WANTED 





WANTED: Wire chief capable of 
taking care of common battery switch- 
board. and equipment of 2,100 common 
battery telephones. Also trouble man 
capable of taking care of the above 
common battery telephones. Write Box 
No. 2205, c/o TELEPHONY. 


WANTED: C.O. switchman familiar 
with Strowger equipment and have 
ability to understand circuits and read 
prints. Give qualifications and other 
ertinent information in first letter. 

ation — Middle West. Write Box 
2199, c/o TELEPHONY. 


WANTED: Plant Superintendent for 
large telephone property. Good salary 
for man having qualifications. In re- 
plying, furnish complete information 
as to age, education, experience, present 
employment, draft status, small photo- 
graph, recommendations, etc. Write 
Telephone Services, Inc., 16th Floor, 
Lincoln Tower, Fort Wayne 2, Ind. 


WANTED: Experienced maintenance 
men, installers, repairmen and linemen. 
Excellent wages, fine working condi- 
tions. Location—Middle West. Provide 
all information including qualifications 
with first letter. Write Box No. 2198, 
c/o TELEPHONY. 


HELP WANTED 


WANTED: Telephone Accountant— | 


qualified to supervise all phases of tele- 
phone accounting for Class A com- 
panies. Give full information as to age, 
experience, draft status, etc. Attach 
small photograph. Write Telephone 
Services, Inc., 16th Floor, Lincoln 
Tower, Fort Wayne, Indiana. 


WANTED: Local manager for tele- 
phone company operating in Pennsyl- 
vania having in excess of 4,000 stations. 
Good opportunity for man qualified to 
advance to larger system groups. In 
application furnish age, education, ex- 
perience, present employment, draft 
status, small photograph, recommenda- 
tions, etc. Write Box 2188, c/o TELEPH- 
ONY. 


WANTED: Combination service and 
maintenance man in small group of 
exchanges. State salary, experience, 
age, church, married, etc., in first let- 
ter. Include small picture. Write Box 
2201, c/o TELEPHONY. 


CLASS A TELEPHONE COM- 
PANY WANTS: PLANT SUPERIN- 
TENDENT with broad telephone ex- 
perience, capable of handling all phases 
of construction and maintenance. Engi- 
neering background desirable. Location 
—Middle West. Salary open. Submit 
qualifications and all other information 
in first letter. Write Box Noe. 2197, 
c/o TELEPHONY. 
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OHIO 








HELP WANTED 


WANTED: Assistant to General 
Manager for large telephone property. 
Must have executive ability and ad- 
ministrative experience. In application 
furnish information as to age, educa- 
tion, experience, present employment, 
draft status, small photographs, recom- 
mendations, etc. Write Box No. 2166, 
c/o TELEPHONY. 


WANTED: Traffic supervisor for 
permanent position with growing Inde- 
pendent telephone company. State qual- 

| ifications, age and number dependents. 
Enclose picture. Write Box 2202, c/o 
TELEPHONY. 


WANTED: Plant Superintendent 
for a Class A telephone company in 
Ohio. The man we want must be 
trained in all phases of telephone 
plant and its construction; he should 
be able to engineer and develop his 
own plans and carry them through to 
completion. If you are not afraid to 
tackle a job full of responsibility, then 
write us giving full details as to your 
experience, age, education, availability, 
etc. Ours is a friendly, congenial or- 
ganization that is going places and we 
have an attractive proposition for the 
man who measures up to our require- 
ments. Reply Box No. 2207, c/o TE- 
LEPHONY. 


WANTED: Experienced lineman in 
outside common battery and magneto 
telephone work. Permanent employ- 
ment with good wages. Married man 
preferred. Apply at once. References 
required; no boozer need _ apply. 
Granite Falls Telephone Co., Granite 
Falls, Minn. 


WANTED: Cableman for a Class A 
telephone company in Ohio. We want 
a man who is experienced in handling 
all phases of cable work. He must be 
thoroughly reliable and have initiative 
necessary to handle work without su- 
pervision. If you feel you are qualified, 
write us, giving full details as to your 
experience, education, age, availability, 
etc. Write Box No. 2206 c/o TELEPH- 
ONY. 


WANTED: Man thoroughly experi- 
enced in magneto telephone work; also 
cableman. Permanent employment. 
Write, Community Telephone Co. of 
Wisconsin, Black River Falls, Wis. 


WANTED: Troublemen, installers, 


| linemen and men wishing to learn the 


telephone business. Give full particu- 
lars as to age, experience and former 
employment in first letter. Write Inter 
| County Telephone & Telegraph Co., 
| Fort Myers, Fla. 
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